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| Produced to exacting specifications . . . blended 
| for highest seasonal efficiency, Anchorgas is the per- 
| fect all-purpose fuel. See us before making contracts 


for your requirements of Butane and Propane. 
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Preferred for years . . 


Minimum seam area, attractive appear- 
ance, X-fay ‘controlled welding! It’s 
been features like these that have won 
Hackney Cylinders their preferred posi- 
tion in the industry. 


Today’s great cylinder still incorpo- 
rates these preference-winning features 
—but new features have been added. 
There’s a new foot ring—stronger and 
easier to clean. Appearance has been 
even more improved with a new clean- 
ing procedure, improved circumferen- 


tial weld, and new method of stamping 
the cylinder head. This stamping i 
clearer, too, and more uniform, 


In designing Hackney Cylinders 
Pressed Steel Tank Company has cop. 
stantly kept abreast of your needs. They 
know the L-P Gas industry—and have 
remained in close contact with cylinder 
users. The result is a complete line of f 
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1399 Vanderbilt Concourse Bldg., New Y 
552 Roosevelt Bidg., Los Ang 
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“SCALLOPED” FOOT RING, with 
d edge butted against cylin- 
head, and completely welded, 
nates hard-to-clean crevices, 
its thorough inspection and 
ds complete ventilation—and 
show it bas greater strength. 











RACTIVE APPEARANCE. Cold 
g results in a smooth, eye-ap- 
ing finish—and now new equip- 
bas been installed for complete 
aling and thorough cleaning of 
der surface. It permits a better 
d between paint and cylinder, or 
surface for galvanizing. Con- 
ently, thisnew Hackney Cylinder 
ins its good looks longer. 


ank Company 

















STAMPING. This new stamping on the 
top head of the cylinder is accurate, 
legible and uniform. It is made pos- 
sible by a depth controlled process de- 
veloped for Hackney Butane-Pro- 
bane Cylinders by Pressed Steel Tank 
Company. 














LIGHT WEIGHT AND STRENGTH PER- 
FECTLY BALANCED. Hackney 2-biece 
design assures the lightest weight 
cylinder possible under existing ICC 
sbecifications and consistent with 
service requirements. It owes its 
strength to special grade steel rolled 
to Hackney’s exacting specifications; 
cold drawing: X-ray controlled weld- 
ing and special improved heat treat- 
ment after complete fabrication. 


7 South 66th Street, Milwaukee 14 
8 S. La Salle St., Room 2069, Chicago 4 


7 Hanna Bidg., Cleveland 15 
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MINIMUM SEAM AREA. In designing 
and constructing Hackney Cylinders, 
seam area is held #0 @ minimum. 
Two seamless shells are joined at 
mid-section by a single circumferen- 
tial, double-pass weld. The Hackney 
Process of cold drawing assures uni- 
form sidewall thickness, and further 
is a test of the quality of the metal 
stself. 











NEW WELD—X-RAY CONTROLLED 
Hackney’ s new circumferential wek 
is a 2-pass weld made by a proces 
which assures complete penetratio: 
as well as a smooth, neat-appearin 
finish. Like all Hackney welding, th 
weld is X-ray controlled, assurin 
uniformity and maximum strength 
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Every Rochester L P Gas. 


Gauge is individually cali- 
brated in a liquid bath as 
shown below. With float in 
horizontal position, gauge 
reading is at half way mark. 


DEPENDABILITY 


SAFETY 


TO OVER 750,000 
LP GAS USERS 


.-. Rochester LP Gas Gauges 
Underwriters’ Listed for above and 
below ground installations ... 


The safe handling of butane and propane gases demands the use of 
tested and Underwriter approved safety devices. That’s why you find 
the important installations equipped with Rochester L P Gas Gauges 
—for measuring volatile gases accurately is serious business. In 
assuming the responsibility for safety in gas measurement, Rochester 
has developed dials and gauge movements which answer every 
requirement dependably. 

1 Rochester stocks nearly 100 different dials which conform to the precise 


@ filling densities for butane, propane and their various mixtures. Each 
is approved by the N.B.F.U.—your assurance or safety. 


Every gauge movement is accurately and permanently calibrated to each 
« dial, regardless of type. 


This specialization has contributed-to greater safety, lower delivery 
« ® costs and efficient tank fillings throughout the industry. 


For all around dependability and efficiency, specify Rochester Gauges 


ROCHESTER MANUFACTURING CO., INC. 
17 Rockwood Street, Rochester 10, New York 


ENGINEERED INSTRUMENTS 


LIQUID LEVEL, TEMPERATURE AND PRESSURE GAUGES 
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aufacturers of Fine Gauges for 32 Years 





LOUISVILLE. KY. se 
10N - WATER HEATING wx 


3 COOKING - REFRIGERAT 
gees : CG sorcerers 





FLAVOR-SAVER DUAL 
BURNERS - guaranteed 
for life. Burners and 
Valves specially engi- 
neered for L. P. Gas. 


VERI-CLEAN COM- 
BARELY REMOVABLE 
HOILER 


ONE-PIECE 
PORCELAIN ENAMEL 
FRONT FRAME 


SEAMLESS FLANGED 
PORCELAIN ENAMEL 
OVEN 


FLUORESCENT LIGHT 
SET 


PATENTED SOFT- 
ACTION OVEN DOOR 
SPRING 


HOLD-HEAT OVEN 
SEAL 


AMERICA’S EASIEST 
RANGE TO KEEP 
CLEAN 


RANGES with 


The Ultramatic CALORIC L. P. Gas Range has all the 
features your customers want in the range they plan to 
buy ... all the features you want for more sales. The - 
fast, modern Ultramatic CALORIC is built to give care- 
free service for a lifetime of virtually automatic cooking. 
There is no finer range to own—no easier range to sell 
than the New Ultramatic CALORIC. 

These Ultramatic CALORIC L. P. Gas Ranges will be 
in production soon. If you sell fine gas ranges write 
for full information to: 


Caloric Stove Corporation, Widener Bldg., Phila. 7, Pa. 


147,000,000 Selling Messages to 3 out of 4 Potential 
Customers 
12 months a year CALORIC’S Nationwide Advertising 
is building a big market for the Ultramatic CALORIC 
through 
LADIES’ HOME JOURNAL GOOD HOUSEKEEPING 
AMERICAN HOME McCALL’S 


BETTER HOMES & GARDENS WOMAN'S HOME COMPANION 
SMALL HOMES GUIDE 


L. P. Gas Range Advertising 


COUNTRY GENTLEMAN FARM JOURNAL 
SUCCESSFUL FARMING PROGRESSIVE FARMER 
HOUSEHOLD 


Behind this continuous advertising campaign is a complete dealer mer- 
chandising plan and an aggressive promotional program. 


REG. U. 8S. PAT, OFF. 


THE L. P. GAS RANGE YOUR CUSTOMERS WANT 
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Solve Next Winter’s 
Delivery Problems NOW 
with Larger Consumer Storage 


BS&B 
956 Gallon 
Propane Systems 


@ ASME Code, NBFU 
Code Construction 


@ Hydrostatically tested, 
dehydrated and sealed 


® Inspected by 
independent underwriters 


@ Welded automatically 


@ X-rayed periodically 
On production line . 


@ Black, Sivalls & Bryson leads the trend to 
larger consumer storage with its big 956-gallon 
Domestic Propane System. Larger systems en- 
able dealers to balance deliveries throughout 
the year . . . help avoid violent peaks and dull 
periods. Tank car shortages, weather-blocked 
roads, seasonal production cut-backs can no 
longer cripple refueling services. Delivery costs . 
are cut... long-term bulk storage is virtually 
eliminated. Fewer calls per user are necessary. — 
And customer good will builds up swiftly. 


Alert associations have been quick to see the 
advantages of larger consumer Propane Sys- — 
tems ...B § & B is answering the increased 
demand. B S & B engineers anticipated the 
need . . , designed, tested and tooled-up the 
huge B S & B production line for large quan: 
tities of the 956 gallon system. Hundreds are 
now in service. In addition, B S & Br 
factures three other Domestic Propane 
tems .. . 250, 390 and 460 gallon sizes. .. 


-Now is the time to act. Replace s 
systems, install new systems while the 

is good. It’s the season to build profits! 
certain of your share with B S & B Dom 
Propane Systems! a : 








Apnswer! 


“$i HEDLUND. 


General sales manager of the Propane Gas 
Equipment Division of BS&B, with head- 





quarters in Kansas City, Missouri. 


Regen Wee 





For those who will be unable to attend 
the convention, “Si” Hedlund will be glad 
to send you all the facts about the BS&B's 
great Plan—write today for your copy. 
Address the Propane Equipment Division, 
Black, Sivalls & Bryson, Power and Light 


Building, Kansas City 6, Mo. VISIT BOOTH NO. 14 


BLACK, SIVALLS & BRYSON. INC. < 





A.S.M.E. Code 


HEADS 


for 
BUTANE-PROPANE TANKS 


Quick shipment on all 
standard sizes. 


Cold pressed on Kelley’s 
1500-ton hydraulic 
press, which means: 


1. Uniformity 
2. Clean finish 
3. Less mill scale 


For prompt, reasonable 
quotations, write, wire, or 
phone 


llr MANUFACTURING CO. 


P. O. Box 17, Houston 1, Texas 
LONG DISTANCE 400 
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Imperial offers a broad line of flared tube 
fittings for LP-Gas installations—fittings 
you can depend on for tight joints that 
stay tight. 

Accurately machined threads and seats 

— adequate wall thicknesses — flats for 
wrench hold — consistent rigid inspection 
are a few of the reasons why these fittings 
are so widely preferred. Many sizes of tees 
and elbows are made from brass forgings 
providing extra tensile strength and tough- 
ness. 

Full length SAE Dryseal Pipe Threads— 
a new improved type of pipe thread—are 
now being incorporated on Imperial Flared 
Tube Fittings. It is longer than the usual 
American Standard on sizes over ¥g”. This 
is especially advantage- 
ous in making re-con- 
nections. 

In addition to flared 
tube fittings the new 
Imperial Bulletin No. 
702-C describes the Im- 
perial line of tube work- | 
ing tools, brass pipe fit- | 
tings, shut-off valves for 
multiple installations 
and stove connectors. 
Ask for your copy. 


THE IMPERIAL BRASS MFG. CO. 
1210 W. Harrison St., Chicago 7, Illinois 
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SMITHWay comsination LPG Systems 


Heavy-duty units, with capacities of 250, 
375, 500, 1,000 gallons, and larger, let 
owners store surplus gas in summer against 


poceese winter shortage. They provide a 
ig supply of gas... ample quantities for 
all gas uses in the home, on the farm, for 
business, and for industry. 


_ Owners have ample gas for cooking, heat- 
ing, hot water, refrigeration power, flame 
cultivation, and other needs the year ’round, 


New Economies Now Possible 


SMITHway Combination LPG Systems are 
ermanent investments, produced from the 
ighest quality materials, by the most mod- 

ern methods, for long life and trouble-free 

service. Maintenance, especially for under- 
ground types, is reduced to an absolute 
minimum. 


New Safety Assurance 


Every SMITHway Combination System is 
double-inspected in detail by an independ. 
ent licensed insurance inspector. Every 
SMITHway System carries a fixed plate 
bearing the “U-69” seal of approval—the 
Society of Mechanical Engineers’ code for 
storage pressure vessels which meet all 
safety standards and Underwriters’ Labora- 
tories requirements. 


New Dependable Service 


The maker of SMITHway Systems, the A. 0. 
Smith Corporation, has for 73 years pio- 
neered in the development and _ the manu- 
facture of welded steel products. SMITH way 
products are known the world over for their 
excellence and their record of performance. 


EVERY SMITHWay COMBINATION LPG SYSTEM MEETS, OR EXCEEDS, ALL SAFETY CODES 











Clamnaglas 


LPG Water Heaters 
The A. O. -Smith 
Corporation man- 
ufactures Perma- 
glas LPG Water 
Heaters with mir- 


] 
ror-smooth tanks of |} 
glass - fused - to- |' 
steel. They CAN- 








NOT rust! 








Now available for 
immediate delivery 





*Makers of Auto Frames, Pressure Vessels, Line Pipe, Oil-Well Casing, Brewery Tanks, W 
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ROUND INSURANCE FOR USERS! 


y 


for use with either Butane or Propane 


In the manufacture of SMITHway LPG 
Systems, A. O. Smith makes use of proce- 
dures and standards heretofore reserved for 
only the most exacting industrial products. 


New Double Utility 


Use either butane or propane in a SMITH- 
way Combination System! One unit accom- 
modates either LP gas—whichever is lower 
priced and more readily available. 


Many present LPG systems are made for 
butane only. But the SMITHway System, 
which permits easy switching of fuels, is 
valuable insurance. 





Both Underground 
and Aboveground Types 
Underground type (above) minimizes 


FHA Loan Assistance 


ie most cow 4 convenient FHA loan ony 
e arrange our customers can supple- rr th a 
ment present systems, replace old systems, arty toe oo. 
or finance initial installations. Check your tenance. Aboveground type (top of 
local FHA office for details. page) comes complete with heavy 
But first phone or write the nearest A. O. integral flange supports. Easy to 


Smith office for all the facts on SMITHway install anywhere! 


Combination LPG Systems. . . today! 
A. ©, M 1 I Hi! 














BE 5 Atlanta 3 e Chicago 4 @ Dallas 1 @ Houston 2 @ Los Angeles 
Established 14 e Midland 5 e New Orleans 18 @ New York 17 © Seattle 1 
in 1874 Tulsa 3 @ International Division: P. O. Box 2023, Milwaukee 1 


Equipment, Stokers, Permaglas Water Heaters, Centrifugal and Deep-Well Turbine Pumps 
MAY — 1947 
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PROPANE-BUTANE 


TANKS 


oT a -Meeol-Filelil-toMeolileMolUibmmiels 
tough, long lasting service 


‘The name BUEHLER on a tank has 
Become a symbol of quality—something 
you can count on. 

In our 27 years we have learned that 
good tanks can come only from a policy 
of carefully controlled manufacturing de- 
tails; stamping, welding, finishing and 
selection of fittings. Economies resulting 
from Buehler’s high production are pass- 
ed on to the customer in the way of prod- 
uct dependability, long life and low cost. 

Buehler 34” and 42” spheres are now 
in production. Horizontal tanks and 
L. P. G. bottles are available and being 
delivered according to the dates orders 
are received. Write us for price and de- 
livery information. 


5000 Pacific Bivd. © Los Angeles 11, Calif. 
Telephone LAfayette 1114 
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ISHER Type 722V 


Capacity up to 100,000 B.T.U. with only 5 lbs. Tank Pressure. Up to 
2,600,000 B.T.U. with Normal Tank Pressure. Special Design Reduces 


Freeze-ups to Minimum. 


Why risk trouble with new, unproved regulators? Specify FISHER, 
who for 20 years has specialized in building B-P Regulators. 


Available for Prompt Delivery 


FISHER GOVERNOR COMPANY, marshaurown, iowa 


World’s Largest Exclusive Manufacturer of Pressure Control Equipment 


Western Office: Eastern Office: 
2334 E. 8th St., Los Angeles 21, Calif. 212 E. State St., Westport, Conn. 
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The Roney R-1272 Multiple Valve Head with its two separate 
tank connections provides the ultimate in advanced engineer- 
ing design.. The.use of this compact head with separated Filler 
Valve. eliminates the possibility of liquid entering the vapor 
lines. Safety devices include double back-pressure check valves 
on both liquid filler and vapor return lines. Every unit individ- 
ually pressure tested. . . The flexibility of these valves assures 
an easy solution to your local problem. They are adaptable 
to any type tank. Valves are not the specialized built-in type, 
but are furnished to meet the specific job requirements. 


Filler Valve 





"y For a complete line of Butane-Propane equipr 


Look to Kney 


Write for our catalog 





Ee EN a a ee ort 


e Compact...easily accessible ...made of the finest materials. . 


Glare Pines EE beat 
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L.E.BONE Y Inc. 


poe oT eR yy ee 


511 South Redondo Boulevard « Inglewood, California 
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AYBE today youre selling all 

the refrigerators you can 

get. But refrigerator production 
is stepping up fast. It probably 
won’t be long before you'll need 
to do good hard selling again to get 
your share of the coming buyers’ 
market for L-P Gas Refrigera- 
tion. Customers will buy the refrig- 
eratorthat’sreceiving thesoundest, 
most consistent promotion locally 
as well as nationally. Here are spe- 
cialized selling pieces that are 


i home-owners; 
+1 shese pieces fo NO” 
ae as showroom give-aways 


_Bach issue 

r’s Digest a 
— articles on house ie 
Pes js that dramatizZ) 
igeration. 


1. peers : 
has outsta Fees 
pongneer ie a L-P Gas Refr 


ni 

the moder ath = 
> vn oo of the five newest mo! a 

esc we 

erts 

Envelope Ins he 
>. cant pre of silence and - moving 
or quickly and convincing!y- aa 

p, LOOK, @ 

4. Roto Mailer— STO Derg, peer 


STE d you'll agree _s 
we oak ‘. your best investmen 
new 


1947!” 


Give these pie 
builders, opartme 


s Catalog 
nd builder 
Servel’s longe 


ne Folder—D 


ces to architects, 
nt owners 


Inserts — Show 
3 how they can 


5, Sweet’ 
r service and 


architects @ 
rofit from 
ee operating costs. 
ide 
ent House Fo 
= pooeagee buy refrigerators 


load. 
7. Model Sheets—E 


one of Servel’s five mo 
with specifications oO 


+—Directed 
by the car- 


n the back. 


ach sheet features 
dels in full color 





designed to build interest and sales 
in your two biggest markets: 
(1) home-owners, (2) architects, 
builders, apartment owners. 
Servel’s new sales aids drive home 
the story of L-P Gas Refrigera- 
tion’s difference . . . its silent oper- 
ation . . . its longer wear and no 


moving parts. You’ll find, too, that 
this well-rounded promotional 
program will help increase interest 
in all the modern services offered 
by the L-P Gas industry. 

































GAS REFRIGERATOR 


EVANSVILLE 20, INDIANA 























ELLIS 


Automatic Butane Company 


The largest organization in Texas serving 
Texas Butane Dealers 


Butane and Propane Tanks 

Butane and Propane Systems 

Butane and Propane Appliances 
WITH Butane and Propane Carburetion 

Butane and Propane Pumps and Meters 

Butane and Propane Bulk Storage 

Butane and Propane Fuel 


Our organization is dedicated to progress in our industry through 
success of local independent plant, appliance and fuel operators. 


Our Butane-Propane fuel service is carried on through company-owned 
or dealer-owned bulk storage plants and our company-owned transport 
facilities. 


Our technical organization is helping dealers every day with plans and 
information for greater safety, greater profit, and better service to 
customers. 


We are helping dealers to buy BETTER PLANTS, BETTER APPLIANCES, 
and BETTER BUTANE-PROPANE EQUIPMENT for LESS MONEY. 


We are helping dealers to arrange for a dependable year-round supply 
of BUTANE-PROPANE FUEL. 


Our service is yours for the asking— 
Write, wire or call— 


ELLIS AUTOMATIC BUTANE CO. 


4501 Greeley P.O. 6267 K-3-3601 
Houston, Texas 
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)| IN PRODUCTION NOW! 


Regulation I. C. C. Cylinders 


Stress Relieved 


X-Ray Controlled 


Automatically Welded 


Everything for the L.P.G. Dealer in the pressure 
vessel line from 5 gal. cylinders to 30,000 gal. 
storage tanks. Including domestic systems, cylin- 
ders, truck tanks, skid tanks, storage tanks and 
refinery equipment. 





20 Gal. 
Size 


100 Lb. 
Size 





All tanks built by Master 
Tank & Welding Co. meet 
ASME and API-ASME Codes; 
carry the National Board 
Stamp and are Underwriters 
Approved. 
























1612 Singleton Blvd. ° Riverside 5241 e Dallas 2, Texas 
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LiquEFIED 
PETROLEUM 
GASES 


The rapid progress of the Liquefied Petroleum Gas 
Industry has brought about the standardization of 
METERED service. Meeting the requests of lead- 
ing men in this established field, Sprague Research 
Engineers have developed a complete line of gas 
measurement and regulation equipment for this 
purpose. The unique design of Sprague products 
makes service perpetual with minimum care under 
the most trying conditions, and are made of cast 
iron or aluminum castings impervious to fire and 
the elements, offering simplicity in construction 
and economy of maintenance. 


We Welter COMPANY 


' BRIDGEPORT, CONN. 
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the MITCHELL 


AUTOMOTIVE VAPORIZER 
will please your customers 


Cautious truck and tractor owners will appreciate the 
safety features in a Mitchell Automotive Vaporizer. 
Others will want it for its money-saving features. 
You can sell Mitchell to all types of automotive 
engine operators by stressing the practical benefits 
listed below. 





NO HAZARD UNDER HOOD. The high pressure line goes thru vaporizer and 
ends at regulator — both located back by gas tank. So only the low pressure 
line enters the engine compartment. What's more, no liquid can get to the 
carburetor because AUTOMATIC SELECTIVE CONTROL keeps liquid at a 
safe level. 




















MANUAL SWITCH-OVER SPEEDY VAPORIZATION. It's 

UNNECESSARY. The change from almost instantaneous because mi 

tank gas to vaporizer gas is com- exhaust heat is created as soon SEND FOR FOLDER giving performance 
pletely automatic. It takes place as the engine starts, and begins features, principles of operation and 
within a few seconds after exhaust to vaporize LP-gas immediately. details on simple installation. Folder tells 
heat reaches the vaporizer, and thus No need to wait for the engine why LP-gas is becoming increasingly popu- 
conserves tank pressure. No chance to warm up, and practically no lar with owners of internal combustion 
of operator forgetting to make chance of a “dead tank” in very engines — data that will help you sell 
switch-over. cold weather. more conversions. 


JOHN E. MITCHELL COMPANY 


Manufacturers of Fine Machinery for Forty Years 
DALLAS, TEXAS 
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FOR ONE PURPOSE: ONLY: 


ome | Peer 
Ee = LJ CONVERSION 
mA Gas-Ce-Acre BURNER 


DESIGNED FOR 
UTMOST HEATING 
— SPECIFICALLY WITH 


L-P GAS ' 


THE UNIQUE 
BURNER 
cere: EXCLUSIVELY 


2 ot FOR THIS 
Gee) cn5) mi oe 9 


COMB nation 






EXCLUSIVE FEATURES 

Exclusive feature insures For maximum efficiency ae safety, 
breaking gases prior fo beauty and economy in L-P Burn- 
reaching combustion on ’ 

i affording poaiet Ges ers you ll want the burner de- 
and Air: mixture. signed exclusively for heating 
, - with L-P Gas—the Gas-A-Fire L-P 
Und Taree crea for cone, conversion burner. Write now for 


bustion, assuring more ef- franchise information. 
ficient and economical heat. 


This special feature designed 
especially for the Gas-A- 
Fire L-P conversion burner 
guarantees 100% perfect 


Write for Franchise TODAY 


Without obligating me in ony way please 





Rise enntvel tend me full information on New Complete 
’ ti hic Firing Cong hi franchise. 
A. G. A. APPROVED B-P 





QGutomatic Firing | ("™ 
Corpooration 

FORMERLY <Sik-e-Fere Cn 

6504 OLIVE BLVD. e ST. LOUIS 5, MO. City 


Adde 
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ECONOMY 


TRUCK TANKS Seat 








When you meet a man the first time you often decide his caliber right there. “Tanks 


by Banks” truck tanks and transports are the same way. When you meet one on the 





road you're sure of their big L-P Gas capacity and ability to take it. Sleek and 


Ee «= =—6h/|U 


modern, they’re generally owned by the “git up and go” men of the industry. 


Dallas Tank Trucks are designed by expert engineers that know their business. Code 


constructed, approved by Railroad Commission of Texas, inspected by Ocean Acc- 


ident & Guarantee Corp. Ltd. 


QUICK MANUFACTURE ano REASONABLE PRICES 


DALLAS TANK COMPANY, Inc. 


P.O. BOX 5387 ° RIVERSIDE 5001 > DALLAS 2, TEXAS 
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HERE ARE TWO VALVES 
TO PROTECT YOUR EQUIPMENT 


























“ar 








TYPE “DV-200" 
(OPTIONAL) 


AMRELIANCE 


ALHAMBRA, CALIF 











Typical Installation Diagram for RV-200 and DV-200 Valves. 











RELIEF VALVE 


RV-200 and RV-201 are specified for general 
service in relief of pressures—either liquid or 
gas. RV-200 has metal seat disc and dia- 
phragm, RV-201 has composition seat disc 
and diaphragm. 


DIFFERENTIAL VALVE 


DV-200 and DV-201 are used extensively in 
refinery, gasoline plants, and oil line instal- 
lations to protect meters and pumps and as 
back pressure valves to minimize vapor lock 
in meters. 


Both of the above types of valves are diaphragm actu- 
ated with an easy spring adjustment up to 225 P.S.I. 
outlet pressure. They come in a full range of standard 
sizes, 34” to 2”, and are completely specified in Re- 
liance Bulletin No. 49. Write for your copy today! 


AMERICAN 
METERS 
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SM, EXTRA-CAPACITY "GLO" 
TX, BROILER 


17 
‘e TOASTING COMPARTMENT 
NOVEL CRISPING BIN 


BUILT SPECIFICALLY FOR 
LIQUEFIED PETROLEUM GASES 








ROPER'S "THOUSAND DOLLAR BEAUTY" 


Pre-viewed at the A.G.A. Convention in Atlantic City 


Truly the toast of the industry, the glamorous new 
extra-capacity, ROPER "Town and Country" now 
"Automatically Yours" .  . it’s in production. 

Sell it with pride. Order as 7-9310. 


GEO. D. ROPER CORPORATION # ROCKFORD, ILLINOIS 

















Open Up New and 
Better Markets 
For Any Dealer 


No other gas heater can deliver as many 
advanced and wanted features of perform- 
ance. 


® Cirklair patented multiple-duct design 
maintains constant and controlled circula- 
tion of cozy, healthful heat—without me- 
chanical aids. 


® Largely eliminates cold floors, cold corners 
and wasteful, excessive ceiling tempera- 
tures. 


@ Amazingly low fuel consumption. 


@ Provides for the first time beauty and charm 
in heating equipment. 
@ Can be easily installed in walls, sham man- 


tels, fireplaces, book cases, under stair- 
ways, cabinets, bathrooms, etc 


@ Requires no insulation. 
@ Occupies no floor space. 


@ These Cirklair Heaters may be financed 
under FHA Titles | and VI. 


@ Approved by A.G.A. for liquid petroleum 
gases. 


Your inquiries will receive our prompt 
attention 


EIRKLAIR PRODUCTS DIVISION 


3106 OAK LANE The Folsom Co. DALLAS 1, TEXAS 
CC 
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JE-PROPANE _ 
jemi-Trailers ¢ Storage Tanks ed 








Designed to Deliver Extra Profit to You 


You can profit from Columbian's 54 years of tank-building experience that gives you 
1 V Precision engineering in design and construction of the Butane-Propane transporta- 
tion, delivery and storage equipment you need - - 2 V Efficient, low cost operation that 
means more profitable daily service. 

Columbian Butane-Propane Transport Trucks and Semi-Trailers are recognized as 
masterpieces of quality construction that assure long, trouble-free service. They are 
manufactured in any capacity, or to meet limitations of your own state highway 
regulations. Columbian Above-ground and Underground Storage Tanks of all sizes— 
all A.S.M.E. tanks. 


(Below) Columbian Twin-Tank Semi- 
Skirted, Semi-Trailer Transport 


NATURAL GAS SERVICE BEYOND CITY MAINS ne ee 


> 


HN 
NFLANMABLE 





(Right) Columbian Full-Skirt- 
ed Standard LP-Gas Delivery 
Truck with special cylinder 
brackets for bottled gas. 
Pump mounted with direct 
driven power take-off. All 
control valves and _print-o- 
meter in rear can box. 











WRITE now for illustrated 
literature and complete 











information. 
COLUMBIAN STEEL TANK CO. 
P.O. Box 4226-0 KANSAS CITY, MO. 
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YOU’LL BE AHEAD 
AND STAY AHEAD 
WITH MONROE 











Built with FEATURES That 


Assure You of a Profitable FUTURE! 


Monroe —a truly outstanding gas heater that’s 
scientifically designed and ruggedly built to do 
an efficient, economical heating job anywhere! 
Packed with modern automatic features, beauti- 
fully styled and equipped with the famous 
GASMASTER BURNER — the “tailor-made” 
burner specially engineered and designed for each 
type of gas—natural, mixed or LPG. If you want 
to get ahead and stay ahead — remember the name 
MONROE. It’s the name you'll find on America’s 
finest-looking, fastest-selling gas heaters. Some 
exclusive franchises available. 


FAMOUS GASMASTER BURNER 


Here’s the secret of Mon. 

roe’s greater heating effi- 

ciency, its silent, odorless 
Operation and its lower gas consumption. The 
Gasmaster Burner is ruggedly built for years of 
trouble-free operation and engineered to operate 
economically on all gases. 


Yationally 4eduenrtised 


One of America’s Finest Line of 


GAS HEATERS 





-- 





THESE OUTSTANDING MONROE 
FEATURES WILL HELP YOU 
CLINCH MORE GAS HEATER 


Salee! 


@ Dual Heat Exchangers ~ 
Twin heat exchangers squeeze 
all the heat from the air as it 
moves toward the flue. 


@ Patented Interior — Circu- 
lates clean, fresh-heated air 
evenly throughout the home. 


@ Axutomatic Lighting — Safe 
and convenient. Use only one 
match a season! 


@ Warm-Flor Radiants —Sci- 
entifically designed to pro- 
duce more infra-red heat and 
project it farther. 


MONROE OFFERS YOU A 
COMPLETE LINE FOR 
EVERY HEATING NEED 
WITH ALL GASES 


MONROE STOVE CO. * 3256 MILWAUKEE AVENUE + CHICAGO 18, ILLINOIS 
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-- GAS EQUIPMENT SUPPLY CO. 


127 ELLIS ST. N. E. ATLANTA, GA. | 


EQUIPMENT eS 
COMPANY, Inc. 


~ w 
127 ELLIS ST. N. E. 
=" BD | <Gee= EQUIPMENT ATLANTA, GA. 


q GAS EQUIPMENT SUPPLY CO. 





TIME - TESTED 
L-P GAS 
EQUIPMENT 
FROM WELL- 
STOCKED 
WAREHOUSES 


These two firms—Gas Equip- 
ment Company in Dallas and 
Gas Equipment Supply Com- 
pany in Atlanta, provide the 
entire South and Southwest 
with convenient distribution 
centers, backed by long ex- 
perience and a sincere de- 
sire to be of helpful service. 


GAS EQUIPMENT 
COMPANY, Inc. 
P. O. BOX 566 
2620 South Ervay « DALLAS, TEXAS 








(eves NEW TAPPAN SALES MAKER 
has everything you and your 
salesmen will need to uncover LP 
prospects ... sell them LP service 
and LP Tappan gas ranges. 


The only one of its kind in the 
whole LP field it tells a complete 
and graphic sales story that is 








easily grasped by salesmen... 
convinces customers. 


Tappan Dealers—if you're not using 
this LP Sales Maker write now for 
copies for yourself and each sales- 
man. It can be your key to more 
sales—more profits. 


THE TAPPAN STOVE COMPANY © Mansfield, Ohio 


For 66 years, makers of fine ranges 
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ow READY. . . A NEw catatoc 


of SUpPerior 


LP-GAS VALVES, 
FITTINGS and ACCESSORIES 


This new catalog illustrates and describes 
SUPERIOR cylinder valves. Also globe, 
hne and angle valves—diaphragm pack- 
less and wing cap—in flare or sweat sizes; 
sight glasses, suitable for any normal LP- 
Gas pressure; and a complete line of 
LP-Gas Fittings and Accessories. 

















Superior LP-Gas Cylinder Valves are listed 
as Standard and for Re-examination Service 
by Underwniters’ Laboratories, Inc. 


‘Superior “ims. Ss 


AVE 





OFFICES IN PRINCIPAL CITIES + STOCKS: CHICAGO (6) + LOS ANGELES (15) + JOBBERS EVERYWHERE 


) 
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JUST RIGHT 
AGRICULTURAL WEED BURNING 








The Ransome Blast Burner shown at the left 
produces a straight tapering flame of ex- 
tremely high temperature, operating on 
either butane or propane. This torch type 
burner is particularly adaptable to agri- 
cultural weed burning and to the new 
technique of flame cultivation in which the 
intense heat is utilized in weeding and 
thinning certain row crops. These burners 
are available in nine different models and 
may be used singly or in multiples on a 
manifold. We will be glad to consult with 
you on any agricultural, highway, or rail- 
way weed burning applications. 


Vv 


RANSOME COMPANY 


Designing and Constructing Engineers 


4030 HOLLIS STREET « EMERYVILLE, CALIFORNIA 





OTP NOLLIIG 
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FOR ABSOLUTE LEAK-PROOFING 


of threaded and flanged joints and connections 
v above and below ground 

V for all temperatures 

yY under vibration 

Y under pressure 

VW for all LP gasses 


-The Wise Maintenance Men Choose 


Ta ‘ s p 
uae 


The Indestructive Gasket and Joint = .\\"" 
Sealing Compound 2 





ESPECIALLY PREPARED FOR 
LP-GAS INSTALLATIONS 


TITESEAL, the indestructible 
gasket and joint-sealing com- 
pound, is especially compounded 
for use on butane, propane, and 
other LP gases, on’ installations 
above and below the ground, and 
wherever the LP industry must oN ( AND JOINT como 
have ABSOLUTE LEAK-PROOF SEALING 
SECURITY. 


THE L P-CAS INDUSTRY IS TateSea? BOUND 





RADIATOR SPECIALTY COMPANY 
CHARLOTTE 1, NORTH CAROLINA 


Moma’ © RADIATOR SPECIALTY COMPANY OF CANADA. LTD. TORONTO 
© GOLDEN STATE RUBBER MILLS. LOS ANGELES. CALIFORNIA 


AY: a 
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Packaged 


SPEED — ECONOMY -— SIMPLICITY 


The 


PARKHILL-WADE Now Manufactures for the LP-Gas Industry: 





Bulk Plants 


GIVE YOU 


Dealers can now choose the complete bulk plant which best 
fits their individual requirements by using the new Parkhill- 
Wade plan for pre-fabricated units. Plants are ordered 
under design number—Built to stock pattern—Ready for 
installation as a package unit when received. Delivery can 
be made in 30 days. 


Thirty-one designs, ranging from 3000 gals. to 100,000 gals., 
are now available for your selection. Also available are 
small, portable units from 320 gals. to 1144 gals. These are 
auxiliary plants designed for use at filling stations, bottling 
plants, farms, construction jobs, etc. They are compact, 
easily transported, inexpensive. Small units can be shipped 
15 days from receipt of order. 


Plant Your Order Can Include: 


@ Tank car or truck unloading ®@ Bottle filling scales 
@ Metered or unmetered delivery @ Buildings if desired 


© P-W Metered Dispensers 

© PW Quick Detachable Hose Nozzles 

e P-W Dead Man Controls 

e P-W Standby Plants 

e P.W Patented Truck Manifolding System 


L. P. G. DIVISION 


5017 E. Anaheim-Telegraph Road 


oa “4 Box No. 6877 East Los Angeles Branch 


Los Angeles 22, California 
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PARKHILL-WADE 


































GENERAL CONTROLS 


: — The Acknowledged Standard Tal Automatic 


: pressure, Temperature and Flow Control Units 












Here are a few of an outstanding line of controls for 
Industrial, Commercial and Do 


mestic applications. 
* ALL-GAS CONTROLS 


x AIRCRAFT CONTROLS, ELECTRIC 
* AUTOMATIC SAFETY PILOTS 
* GAS REGULATORS 

* LOW WATER CONTROLS 

* GOVERNOR TYPE VALVES 

* HI-LOW-OFF VALVES 

* INDUSTRIAL VALVES 

* LOW PRESSURE GAS VALVES 
% MOTOR OPERATED VALVES 
+ MAGNETIC GAS VALVES 

* PILOT BURNERS 

* PILOT GENERATORS 

* REFRIGERATION VALVES 

+ SOLENOID VALVES 

* STRAINERS-RELAYS 

* 100% SHUT-OFF VALVES 

* THERMOSTATIC CONTROLS 
* TRANSFORMERS — SWITCHES 
* THERMOPILOTS 


Controls for air, water, steam, natural, manufac. 
tured and liquefied eons gases, light and 
heavy oils, etc.» fe 


methyl! chloride, sulphur dioxid 
A.C. ot D. C., normally closed or opea types. 
High and low pressures and temperacures. 


R COMPLETE SPECIFICATIONS 
REQUEST NEW CATALOG. 




































GENERAL 





CONTROLS 


Manufacturers 
of Automatic Pressure, Tr te 


K-38 
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V-300 

















SAVE § 


ON THIS 

















i) DISPENSER 


ADEL L. P. G. DISPENSING EQUIPMENT* 


—as advertised on page 5 in the December BUTANE-PROPANE NEWS 
at $695.00—can now be purchased from us for only $395.00—a saving 
of $300.00. 


This is an introductory offer for QUALIFIED L. P. GAS DEALERS only 
and will not be renewed. Only a limited number available and orders 


will be filled as received. So act now! 


*Not equipped with pump or motor. 


DELTA TANK MANUFACTURING £2.1nc. 


P.O. Box 1469, Baton Louge la. e P.O.Box 1091, HYacon, Sa 
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aberger 


gchOrige LINE "Valves 


: ASSURE 
J QUICK 


and 
POSITIVE 
UL LL! 



















The same features of high quality con- 
struction which characterize Schoen- 


| berger L. P. Gas Cylinder Valves are 
to be found in the “House Line” valves. 


diameter capacity for liquids. 


We manufacture Valves, Fit- Their ruggedness and advanced design 
eet tings and Accessories for the assure long wear and most dependable } 
L-P Gas Industry. vets daca 
; Schoenberger “House Line” valves are ij 
: available either with 1%” diameter i} 
Write for Information capacity for vapor withdrawal or %” i] 


THE W. J. SCHOENBERGER CO. 


8810 HARVARD AVENUE * CLEVELAND 5, OHIO 
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Henke is the new Harper top burner 
that is winning widespread acclaim 
from the gas industry. It will find 
equal favor with housewives because 
it makes possible even better cooking 
results than users of the Harper 
Burner have enjoyed in the past. 
Years of laboratory research and 
field tests contributed to the develop- 
ment of this scientifically engineered 
burner. The net result is that it makes 
possible fuel savings up to 39%, elim- 
inates guess-work in cooking, saves 
pot-watching, keeps kitchens cooler, 
offers more healthful, less wasteful 
cooking... cleaner, odorless cooking. 

























oe Laotian OO 


2 BURN 








This is the new, improved 


HARPER CENTER SIMMER BURNER 











Ad NEW, IMPROVED CONSTRUCTION! 


Note how the two rows of flame ports are 
staggered, permitting better flame adjust. 
ment than is possible with ordinary top 
burners... flames do not “float off” or blow 
away ...combustion is more efficient. 


@ EASIER TO CLEAN! 


No castings or bolts to remove...a slight 
twist removes burner for cleaning. 


A CONSUMER advertising program appearing in leading women’s 
magazines tells prospective range buyers about the advantages of the 


Harper Center Simmer Burner. Many of these 21,500,000 readers will 
buy from you, and here’s how you can trade them up to a higher-priced 


range: 


We have prepared a FREE booklet, “How to Sell More Gas Ranges,” 


which contains a series of quick, convincing sales floor demonstrations 


that graphically illustrate the superiority of the Harper Center Simmer 
Burner. Send for copies for your salesmen. Harper-Wyman Company, 


The Harper Center Simmer Burner oper- 
ates on the unique principle of “2 burners 
in I”,..a STARTING BURNER for frying 
and to start foods boiling, plus a small, eco- 
nomical COOKING BURNER,to maintain the 
cooking... both controlled by the same 
handle. It is subject to finer gradations of 
low heats — greater control and economy — 
than any other top burner made. 


8563 Vincennes Avenue, Chicago 20, Ill. 


HAR PER CENTER “, «Holds the Lines 
SIMMER BURNER 






2 BURNERS IN 1 








for Gas” 
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m= AVAILABLE 


for Immediate 
Delivery! 









MAX wr: 2020 1c 


CONSUMER SERVICE REGULATOR 


for Reducing Storage Pressure to Appliance Operating Pressure 








Climax and Underwriter’s Laboratory approved speci- 
fications to assure safe, trouble-free consumer instal- 
lations. Supplied with inlet connection which can be furnished 
in 4%" N.P.T., 34” N.P.T. and 970 P.O.L. Available with . 
orifice for either propane, butane or propane-butane mixtures. (CL|MAX INDUSTRIES, INC: 


C omPAcT 2020 LPG Regulator is precision built to rigid 








WRITE FOR BULLETIN 503 giving complete specifications, details of con- L. P. G. DIVISION 
struction and performance data. 15 North Cincinnati Avenue 
TULSA, OKLAHOMA 
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o Boon 0 FLOOR FURNACE 


Inspection of various types of PAYNE gas fur- 
naces reveals two important facts: There is a 
time-tested model for every heating need, resi- 
dential or commercial, and each type and model 
reflects over a third of:a century of specialized 


experience and engineering leadership. 


PAYNE gas furnaces are right because they are 


designed right, built right and perform right; 


and because they use the right fuel, gas—the fuel 
that “has everything.” 


All these facts add up to owner satisfaction, 
which in turn isa source of satisfaction and profit 


to dealer and utility. 


PAYNE FURNACE COMPANY 
(One of the DRESSER Industries) 
BEVERLY HILLS, CALIFORNIA 


GRAVITY FURNACE 














GAS FUE 
HAS EVERYTHING 
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-IN POPULARITY _ 























Garland Restaurant 
Range No. 82 


Garland 
Restaurant 
Range No. 83 


One reason is the exceptional speed you get in a 

Garland Restaurant Range. Another reason is its 

wide flexibility of cooking heats. Still another is its 

Cont, Restaurant proved economy. And still another is its long list 
of convenience features. 


All these benefits can mean better cooked food . . . 
lower fuel cost .. . greater employee efficiency 
. .and a lower cost per meal! Always—it's the 
considered judgment of customers who put the 
leader in first place. Be guided by those thousands 
of customers who have chosen Garland. Available 

~~ by ay aoe for use with either butane or propane gas. 


GARLAND ~~" 


COMMERCIAL coouine 


Be "HEAVY DUTY RANGES + RESTAURANT RANGES - BROILERS + DEEP FAT FRYERS + TOASTERS 
Be ROASTING OVENS - GRIDDLES * ALL TYPES OF COMMERCIAL COOKING EQUIPMENT 


Products of Detroit-Michigan Stove Co., Detroit 31, Michigan 
































woe “See us at the L.P.G.A. Convention, 
S May 27th, 28th, 29. Sherman Hotel, Chicago.” 








| pala f. a le: ie. A 


Now. This Radically NEW 
RADIANT CIRCULATOR 


Gives Customers Everything Ever 
Wanted in Heating Performance 





another WA See 


6 
i 
: 
i 








All Advantages of Radiant 
Heat and Circulating Heat 
Are Combined in This New 


AthkE 


C USTOMERS can’t question 

the best type of heater to 
buy when they get both in this 
new SOUTHERN-AIRE Radiant 
Circulator. The smartly styled 
case is of strong aluminum alloy 
beautifully finished in rich 
brown oven-baked enamel. The 
six recessed double radiants are 
framed by highly polished, cor- 
rosion resistant steel. Southern 
Aircraft’s precision formed, rib- 
bon-type stainless steel burner 
gives lifetime performance with 
ALL gases. Here is the answer to 
quick sales and lasting satisfac: 
tion. Southern Aircraft also 
makes Vented and Unvented 
Circulators. 


write today 


FOR COMPLETE DETAILS 








Department BP 


SOUTHERN AIRCRAFT COMPANY 
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FOR DISPENSING PLANTS, 
DOMESTIC AND TRUCK DELIVERY 


7 Over ten long years of hard dispensing plant usage have 
= proved this PARKHILL-WADE Safety Filling Hose Nozzle 
the easiest, fastest and safest way to fill L.P.G. Tanks. 

Simply attach fitting ‘‘A’’ or ‘‘B’’ (below) to tank or 
cylinder filler valve. Then slip PARKHILL-WADE Hose 











r to . A . o ssgmee es 

this Nozzle over plain end of fitting engaging pin ‘'C"’ into 

ant nozzle slots *‘D.'' Give nozzle a quarter turn, pull locking 

yled lever up tight and start the pump. 

Hoy The lever action opens a valve within the nozzle and 

rich simultaneously seals off the nozzle and fitting connection 

The against leakage. Should the tank pressure be higher than This patented PARKHILL- 

are pressure within the delivery hose or should hose become WADE Quick Filling Safety 

po ruptured, an additional ball-check within the nozzle ae ee oe ae 

hern prevents back-flow, Fuel entrained between nozzle and built exclusively by SELWYN- 

rib tank filler valve is automatically bled off when disconnect- LANDERS to S-L standards 

mer ing nozzle, thereby eliminating hazard of liquid burns. of quality. 

with 

er to - 

fats Write us for prices 

also and delivery 

nted 

P.O.L. fitting for do- 
mestic tanks and cylinders. . 

SELWYN-LANDERS 

6 BETTER FITTINGS 


IMPROVE COMPANY 


YOUR PRODUCT 
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A distinguished new member 
joins the RHEEM Heating Family 


THE FRASER FURNACE LINE... 
for twenty-five years one of the leaders in the gas heating field—has joined the 
famous Rheem group of heating products. The merging of these two great heating 
lines will bring to both the advantages of expanded production facilities and 
wider design experience. 





The Fraser line will be made up of the same extensive group of floor and base- 
ment furnaces, winter air-conditioning units, blowers, registers and grilles. And 
Fraser will continue with its present sales policy. The traditional high quality of 
Fraser products will be maintained and improved as new engineering develop- 
ments are made. 


To the present family of Fraser distributors and dealers, the Rheem organization 
extends a warm welcome. To future dealers, the Fraser division of Rheem offers 
a complete line of heating equipment, designed to give lasting satisfaction through 
the latest developments in heating engineering. Rheem, 570 Lexington Avenue, 
New York 22, N. Y. 


RHEEM . +. making houses into homes 
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TRANSPORTS and DELIVERY TRUCK TANKS 


INCREASE PROFITS ON EACH LOAD 

















The beautiful PAYLOAD 
TRAILER TRANSPORTS are 
completely equipped with 
easy rolling, lighter weight, 
Standard Forge Axles, brakes, 
landing gear, and tires! Fin- 
ished in smooth, white enamel, 
the PAYLOAD is 
the most striking 
of sturdy modern 
TRANSPORTS 
along the Hi-ways! 


1. PAYLOAD LP-GAS Truck Tanks are lighter in weight, stronger in body. ‘ , 

2. FAMOUS for Greater TIRE MILEAGE, and LESS REPAIRS, Payload Truck Tanks are designed with 
Scientific Weight Relieving Features that Guarantee MORE PROFIT PER LOAD! | 

3. The Standardized Assembly line construction of tethnically better, attractively superior PAYLOAD 
TRUCK TANKS gives you the highest quality in workmanship, safety, and performance to be 
.found in a pressure vessel. PAYLOADS are built under the exact provisions of the ASME Code 
and are given rigid inspection by the National Board of Boiler and Pressure Vessel Inspectors. 


Write for schedule of prices 


SOUTHLAND STEEL CO.. INC. 


5219 MAPLE AVE. DALLAS, TEXAS 
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Butane-Propane PUMPS 






UNLOADING Axo LOADING J > gy 
WITH A SINGLE PUMP 


aaa 





































IF YOUR NEED IS URGENT promot 
delivery is now possible on all models 
pump units with or without EXPLO. 
SION-PROOF, ELECTRIC MOTOR, 








TRUCK PUMPS—FOR POWER TAKE-OFF DRIVE 
In the schematic layout above, a . Model T-1044: 20 GPM 


100 GPM Smith pump (1) is shown. It is connected by a 
short 3” flexible tubing (2) to the tank. at 500 RPM shaft speed. 
. Model T-2: 50 GPM at 
The truck is provided with a reversible power take-off so that 500 RPM shaft speed 
the same pump may be used for both loading and unloading. Model 7-3: 100 Grn at 
When loading, flow is through left-hand valve (15), strainer 500 RPM shaft speed. 
(16), pump side inlet port (17), with discharge to tank 
through pump end cover (6), flexible tube (2), valve (4), DIRECT ELECTRIC MOTOR DRIVEN PUMPS 
and excess flow valve (3). of M-1044: 20 GPM at 
Direction of fluid flow for discharging load is from tank VY HP motor. 
through flexible tube (2), strainer (5), pump inlet (6), re 7 bios » a 
pump outlet port (7) and valve (8). meas 6 ’ 
For installation suggestions (reprints of our Butane-Propane RPM 3 or 5 HP motor, 
News articles) and complete butane-propane pump catalog M-3: 100 GPM at 1800 
. RPM 5 or 71/2 HP motor, 


@MITH 


SMITH PRODUCTS COMPANY 


1135 MISSION STREET © SOUTH PASADENA, CALIFORNIA 
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Gentlemen: 


We recently installed’ a 20 gallon 
LP-Gas hot water heater for one of 
our customers and it was found that 
the hot water would flow from the 
heater until allowed to set overnight; 
then the flow ceases. 

A second heater was installed only 
to find that the same trouble occurred. 
Once the water has been sufficiently 
heated, there is plenty of hot flowing 
water, yet if allowed to sit overnight, 
no water whatsoever will flow from 
the hot water faucets. 

If you have any information as to 
what may be the cause we shall be 
deeply appreciative. 

J.S.S. 
Texas 


Our diagnosis of your trouble is not water 
heater trouble but water piping. 

It is possible that your outlet piping is 
trapped in such a way that air or vapors 
are collecting, preventing the flow of hot 
water. 

Also check to see that you have the cold 
water inlet connected to the right connection 
on the water heater.—Ed. 


Gentlemen: 


Please advise us regarding the. use 
of propane as fuel for brick plants. 
Where can we obtain burners? Are 
there any kilns being fired with pro- 
pane at the present time? How does 
propane compare with oil as related 
to this industry? 

B.S. 
Montana 


Propane can be used successfully for brick 
burning, but it is economically sound only if 
the price is very low. 

The advantage of gas firing in brick kilns 


MAY — 1947 


LETTERS 






is not great enough to justify any great dif- 
ferential between the price per gallon of oil 
and the price per gallon of propane. 

Burners for this service can be obtained 
from a number of sources advertising in 
BUTANE-PROPANE News and the Catalog Bu- 
tane-Propane Appliances and Equipment.—Ed. 


= 
Gentlemen: 


In one year’s time we have natu- 
rally increased the number of tanks 
being leased, sold, returned, released, 
etc., and have run into a sort of brick 
wall as to how the accounts should be 
affected. Take, for instance, a 100-lb. 
cylinder costing us $22, which is en- 
tered in tank inventory at time of re- 
ceipt. Later, it is leased to a customer 
for $20. After using it for 10 months 
we take it back into inventory, allow- 
ing 10% for rental income, at $18 
cost, less depreciation. 

After a few occurrences of this 
type, the tank costs nothing and my 
accounts are all fouled up. 

The best way I see to handle it is 
to number the tanks and trace each 
through its entire life, reducing its 
book value each time we re-lease a 
previously leased tank. 

I know there must be a pretty 
standardized method of handling this 
item and am asking you for some aid. 

B.W.S. 


Idaho 2 


It seems to me you are mixing up two 
different accounts—your income and your as- 
sets. Instead of considering the rental fees 
on the tanks as payments on the capital stock 
investment of tanks, such rentals should be 
included in your income just as you record 
gas, equipment and appliance sales. 

In other words, list your new tanks as 
capital assets along with other company as- 
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sets. Then, list your rental charged with your 
other income. The government is friendly to a 
10-year depreciation period on LP-Gas cylin- 
ders so you show a depreciation of 10% a 
year On your cylinders. That takes care of 
the capital investment on them and you do 
not need to,apply the rental charges for that 
purpose. At the end of 10 years your cylinder 
investment has been completely depreciated. 

There are lots of angles that are difficult to 
understand in keeping a set of books for a 
liquefied petroleum gas dealer because he per- 
forms so many different functions. Have you 
ever considered taking a night course in book- 
keeping at one of your local schools? Very 
likely it would be interesting and pay divi- 
dends. 

Another good plan is to have some local 
accountant set you up a system which covers 
the various kinds of business operations you 
perform and then to come in once a month 
and check your entries and at the end of the 
year help you make out your income tax re- 
turns. 

Of course, you should always keep a tank 
and cylinder inventory. A local company keeps 
track of its cylinders by having the user sign 
a lease and the lease is kept in the dealer’s 
office. If the user moves or if the tank is 
moved to another location, the new user signs 
a lease which is substituted for the first one. 
Those leases tell you at all times where your 
tanks are and when they were installed. 

In figuring depreciation for any current 
year, the usual custom is to assume that cyl- 
inders purchased within that year have been 
in use six months. That will average up for 
the cylinders purchased at the first of the 
year against those purchased in the later 
months. In other words, cylinders of a cur- 
rent year would be depreciated at the rate 
of 5% for the first year and all others at 
the rate of 10%.—Ed. 


Gentlemen: 


Your Bottled Gas Manual of the 
last edition presents the use of pro- 
pane gas in home lighting fixtures 
and we have had inquiries on home 
lighting with this gas. 

Would you advise us as to who 
makes this equipment and where it 
can be purchased. 

D.R.L. 
Nebraska 


I am pleased to give you the name of the 
General Gas Light Co., Kalamazoo, Mich., 


manufacturer of such equipment.—Ed. 
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Gentlemen: 


Re: “Keys to Appliance Change- 
overs” in your March issue. 

The table on Page 40 will be of 
great value to us, but the Btu input 
for burners does not go high enough. 

We need this information on a 
burner input up to at least 100,000 
Btu’s. é 

What is the chance of increasing 
the limitations of the graph? 


C.M. 
Ohio 


I think your idea of extending this table to 
a maximum burner input of 100,000 Btu’s is 
excellent and I am going to ask the author 
of the first article if he will prepare this for 
us.—Ed. 


Gentlemen: 


Can you advise us the Btu content 
of propane and No. 1 furnace oil? 
What is the efficiency of a propane 
room heater? 

C.0.S. 
Nebraska 


The Btu content of one pound of propane 
is approximately 21,690. No. 1 furnace oil has 
a Btu content of 19,500. 

A good propane heater should give about 
70% efficiency.—Ed. 


Gentlemen: 


In your January issue of the Bu- 
tane-Propane News, Chapter 29, your 
article on transporting in trucks in 
frigid temperatures has met with our 
interest to a great extent. 

We are interested in using the An- 
derson truck heater for fruit and veg- 
etable hauling, bread trucks, etc. We 
would like to know about the installa- 
tion in school buses and other buses 
operating over the highways of the 
Southwest. 

Also, we noticed in the January 
issue of the Butane-Propane News 
under the editor’s comments (Tenta- 
tive Specifications’ and Tentative 
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a test for LP-Gases bul- 


Methoes, 
letin No. TS-441). Please send us a 
copy of this bulletin by return mail 
and we will issue a check for the cost. 
J.G.S. 


Arkansas 


In the first place, the bulletin which you 
ask for entitled ‘‘Tentative Specifications and 
Tentative Standard Methods of Test for Lique- 
fied Petroleum Gas” is not available through 
us. You can obtain it by writing to the 
California Natural Gasoline Association, 510 
West Sixth Street, Los Angeles, enclosing 
$1.50 and naming specifically bulletin TS-441 
and the title. 

The Anderson truck heater that we discussed 
in BUTANE-PROPANE News is manufactured by 
Utilities Distributors, Inc., Thompson’s Point, 
Portland, Maine. You can get complete infor- 
mation from that firm.—Ed. 


a 
Gentlemen: 


At what price per pound could you 
sell propane gas for heating with fuel 
oil at .09% cents a gallon? 

How does propane gas at 6.75 cents 
per pound compare with fuel oil at 
9 cents a gallon for water heating? 

At what price would you have to 
sell propane gas to compete with our 
electric rate as follows: 


First KWH for ............$1.00 

Next 35 KWH at.......... .045 
Next 50 KWH at.......... .035 
Next 100 KWH at.......... .0275 
All over 300 at......::..-.- Ce 


C.H.S. 
Ohio 


Propane in cylinder deliveries is not com- 
petitive with 914-cent fuel oil. The only place 
liquefied petroleum gas can be justified for 
complete house heating is when it is sold in 
bulk and approaches the price of oil on a 
gallon basis. 

Fuel oil at 9 cents per gallon is cheaper 
than propane at 6.75 cents per pound on a 
direct comparison. However, if a customer 
is using gas for cooking, an inducement rate 
can be established to be competitive with 
9-cent fuel oil for water heating. 

The over-all efficiency of the oil-fired water 
heater and the maintenance required is such 
that a price quite a bit higher on a heat 
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basis can be charged for propane with the 
actual annual cost to the consumer being 
about the same. 

“The Bottled Gas Manual’ has complete 
chapters on the competitive position of lique- 
fied petroleum gas with oil and electricity 
which will give you considerable information 
on this subject. 

The electric rates in your district are easy 
to compete with. The first 35 KW in your 
rate schedule would be used for lighting and 
small appliances. For cooking, water heating 
and refrigeration you have the following equiv- 
alents: 


Refrigeration ......... 6.75 per pound 
COOMINE, 06 o0scawce sdeve'e 9.68 per pound 
Water heating ......... 11.00 per pound. 
—Ed. 

e 


Gentlemen: 


We intend to set up a new Chev- 
rolet or Buick engine to run a 12 
KVA generator. Could you please tell 
us the consumption of propane per 
hour with the engine running at ap- 
proximately 35 road miles per hour? 

R.P. 
Nebraska 


You can figure a consumption of about .45 
pounds per brake horsepower hour if your 
engine has had the compression ratio raised 
and a cold manifold has been installed. 

Pulling a full 12 KVA load, allowing 90% 
efficiency for the generator and drive, the 
fuel consumption will be approximately 2 gal- 
lons per hour.—Ed. 


Gentlemen: 


We are interested in an instrument 
similar to a barometer, that measures 
the purity of air in a room, especial- 
ly where liquefied petroleum gas is 
used for fuel. 

J.B. 
Texas 


There are instruments available for detect- 
ing any gas that may have leaked into a 
room or into other places. 

We do not know of any instrument avail- 
able that will register the purity of the air. 

Leak detectors can be obtained from Mine 
Safety Appliance Co., 325 Wall St., Los An- 
geles, or E. D. Bullard Co., 1213 South Olive, 
Los Angeles.—Ed. 
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i. oe _ : 
Anco Complete Bulk Plants-Anco Storage Tanks 
Anco Bulk Plant Equipment 


We can make early shipments of the following 
equipment for bulk plants: 
30,000 Water Gallon, 200 Ib. Working Pressure, 
A.S.M.E. U-69, Propane Storage Tanks. 


18,000 Water Gallon, 200 Ib. Working Pressure, 
A.S.M.E. U-69, Propane Storage Tanks. 


PREFABRICATED BULK PLANT UNITS READY FOR INSTALLATION 


Bottle Filling Manifold 3 Horsepower or 5 Horsepower Transfer 
Tank Car Unloading Riser Pump Units 

Delivery Truck Loading Riser ¥%, 1/2, and 3 Horsepower Bottle Filling 
Transfer Pump Piping Area Units 

Bottle Pump Area Starting Equipment 

Tank Piping Gasoline Engine Driven Transfer Pump 
Transport Unloading Riser Units 


Our technical engineers with many years of practical experience are available 
for any LPG problems including Butane-Propane-air stand-by plants. 


Wire, Write or Phone for Complete Detaiis 


<> Anco Manufacturing 
AND SUPPLY COMPANY 


Atlas Life Bldg. Tulsa, Okla. 
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HE campaign of the Kansas LP- 

Gas Association for larger consum- 
er storage is bringing concrete re- 
sults. : 

Just six dealers reporting show in- 
stallations at point of use totaling 
114,000 gallons. Only one of these six 
was new storage. The re<t were all in- 
creases. 

That’s getting results. 

e 

Also striving for larger consumer 
storage, the Texas Butane Dealers 
Association held meetings in 11 cities 
on March 24 with hundreds of deal- 
ers in attendance giving their support 
to an advertising campaign to be 
directed to the consumer and showing 
the advantages of buying and install- 
ing larger sized tanks. 

The campaign will be built around 
newspaper advertising and followed 
by outdoor displays. Plans are also 
under consideration for using farm 
and ranch journals with large circu- 
lation throughout the state as a 
medium to reach LP-Gas users. 


Always with us in all occupations is 
the fire hazard. 

Governor Green, of Illinois, recently 
made a very pertinent statement re- 
garding this problem. He said: 


“Laws and ordinances, and the earnest 
efforts of fire officials in enforcing them, 
will not alone control fire losses. Almost 
every fire is the result of someone’s care- 
lessness. We must strive to develop in in- 
dividuals a deep sense of personal responsi- 
bility to prevent fires—to be careful at 
all times with things which cause fire.” 
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COMMENT 


Bottled gas dealers who shy away 
from even thinking about going after 
a space heating load in the “cold” 
states will marvel at what a dealer 
in Montana is doing in selling butane 
to customers for space heating when 
these same users could dig coal out 


of their own front yards if they 
wanted to. 
Price is not always as important 


as comfort and convenience. 
* 

According to a recent report of the 
Civilian Production Administration, 
“Expectations are that (1) wage rates 
will rise somewhat in the spring of 
1947; (2) prices of agricultural prod- 
ucts will decline; (3) there will be an 
increase in building activity and in the 
output of consumer durable goods, 
particularly automobiles, for at least 
a good part of the year, and (4) the 
present high level of expenditures for 
plant and equipment will contiue at 
least for the next six months. 

“The year’s output of consumer 
durable goods is expected to exceed 
that of 1940-1941, highest in history.” 

This includes refrigerators, ranges 
and all appliances utilized in the LP- 
Gas industry. 

Are you well set up for a busy 
year? 

8 

With the farm income up 26% over 
last year for the first two months of 
1947 and with an estimate of $20 bil- 
lion worth of new buildings sched- 
uled for this year, it looks like there 
ought to be a little new business for 
LP-Gas dealers in the offing. 

By Ed. 
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Illustration shows the new "RED HEAD UNI- 
TROL" installed on anAmerican''RED HEAD” 


storage, gas-generating, dispensing system 
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The single, heavy-duty flange of the valve 





adapter eliminates cracks and leaks which 


WP wre esas 
Bm )\\\\ 
th He $ 4 


usually occur with the use of many sepa- 
rate couplings. The valve role kol li-tm olele hel ile] 
fittings are made of brass. Threads are 
class NF-3 which assure perfect fit and 


alignment. 
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AMERICAN PIPE & STEEL CORPORATION 


Engineers, Designers, Fabricators 
PMiatelilelael California 


Cable Address: AMPSTEEL 


Piay Safe on Service 


N a recent issue of ““Pyrofacts,” 
dealer publication of the Pyro- 
fax Gas Division of Carbide and 
Carbon Chem- 
icals Corp., 
Walter Nau- 
mer, who for 
many years 
has headed up 
this division, 
has some very 
sound advice 
for Pyrofax 
dealers that 
may well be 
taken to heart 
by every bu- 
tane or pro- 
pane operator in the industry. 
From his position at the heart 
of this big bottled gas activity, 
Mr Naumer has seen various 
schools of thought regarding 
merchandising of appliances and 
maintenance of gas service, 
flourish and fade. One of the 
most attractive misconceptions 
which flourished up until the 
time of the war was the idea 
that the profit in the industry 
lay in the sale of appliances, and 
that the gas was sort of an in- 
cidental nuisance that had to be 
tolerated so the appliances would 
have something to burn. Car- 
ried to the extreme, it was not 
unheard of for dealers to reduce 
their gas prices to below profit- 
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able rates, just for the sake of 
getting the major appliance 
sales. 

Appliance prices, even in the 
prewar days of intensive com- 
petition, were inclined to remain 
fairly stable, but it was almost 
to be expected that wherever 
there was a cutthroat price war 
on between sales distributors, 
they were slugging it out by 
way of reduced rates on the gas. 

The war scotched that atti- 
tude pretty completely,and — 
many who had regarded the gas 
load with scorn came to view 
it with a lively and jealous ap- 
preciation as the end of the busi- 
ness that kept the shop and 
salesroom open when the only 
appliances in sight were those 
in the pretty postwar plan books 
of the optimistic manufacturers. 

Now as appliances begin to 
come through in increased vol- 
ume, dealers are again confront- 
ed with the same old tempta- 
tion, but this time with a new 
twist. In the bottled gas areas, 
where propane is sold in 100- 
pound cylinders. there still re- 
mains an acute shortage of these 
containers. 

With a few appliances and 
hookups on hand, and with a 
great many prospective gas 
users pleading on bended knee 
for gas service, there is a very 
understandable temptation to 
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spread the reserve supply of 
cylinders out thinner and thin- 
ner until ultimately it becomes 
no reserve at all. That is exactly 
the time when service is going 
to deteriorate; and if it is car- 
ried far enough, the end will be 
the complete discrediting of 
every defaulting dealer or dis- 
tributor who has let his custom- 
ers down. 

Warning his dealers against 
this, Mr. Naumer says, ‘Our 
established users are our bread 
and butter. Our first obligation 
is to care for them. ... A por- 
tion of the allocation of new 
cylinders received by each dis- 
tributor should be assigned to 
. established users so that war- 
time deficiencies are overcome. 
. . . Care must be taken to re- 
place cylinders which may have 
been removed from cabinets of 
active seasonal customers (re- 
ferring to summer homes and 
cottages in resort and vacation 
areas).... These customers have 
agreements with us and if cyl- 
inders have been withdrawn 
from their installations . .. they 
will have to be put back in their 
service. There is no safe rule 
governing the number of reserve 
cylinders required per hundred 
installations. Each dealer has 
to figure that out for himself. 
But his figuring should always 
end up with a completely ade- 
quate margin of safety to in- 
sure that under any reasonable 
conditions, not one single gas 
customer would ever have to go 
without fuel.” 

If Pyrofax, connected as it is 
with an affiliated cylinder man- 








ufacturing company that turns 
out propane containers only for 
the Pyrofax trade, cautions 
against gambling on an in- 
creased cylinder supply during 
1947, it should be warning 
enough for anyone who has 
nothing more to go on than a 
vague hope that somehow he 
will get some cylinders some- 
where, if and when the manv- 
facturers are able to get the 
steel to make them. 

Dealing in any kind of fuel is 
in the nature of a public service 
operation, and liquefied gas serv- 
ice is under a great obligation 
to establish a record for depend- 
ability that will rival that of its 
greatest and most potent com- 
petitor—rural electricity. 

When Walter Naumer tells 
Pyrofax dealers to look out first 
for their established users he 
isn’t -telling them to play the 
Good Samaritan at the expense 
of future expansion, He is tell- 
ing them to follow the only 
course open if they want to stay 
in business next year and the 
year after that. The bottled gas 
industry is lucky that the idea 
isn’t copyrighted. 


Of Doubtful Charm 


OT that we want to start 

anything with the dealer 
who supplies us our propane, 
but where did the members of 
the industry ever get the idea 
that the beauty and attractive- 
ness of any house would be en- 
hanced by sticking a couple of 
naked cylinders, often leaning 
at more or less skewhagee: an- 
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gles, up against the side of the 
cottage, without cabinet, hood, 
cover or foundation of any kind? 

Ours are painted a _ bright 
aluminum and the trade name 
of the product can be read for 
half a block. 

We are less alergic to these 
violent assaults on local aes- 
thetics than some, and for our 
part we can get along with alu- 
minum cylinders in the flower 
garden almost indefinitely. But 
we are doubtful whether our 
complacency in the matter is 
completely shared even with the 
little circle of our own family. 

We would settle for a plain 
hood, but those who set as mini- 
mum standards of neatness an 
enclosed cabinet, on a substan- 
tial base and setting plumb and 
square with the house have our 
approbation and sympathy. 

It is a boon indeed to have 
propane gas always on tap, but 
having the mechanical impedi- 
menta always in sight is at best 
a mild and unnecessary irrita- 
tion. We are convinced that 
more attention to these minor 
details will in the long run re- 
sult in greatly improved cus- 
tomer relations, starting with 
Orchard Terrace Farm, our own 
private preserve. 


Fire Magic 


HE National Butane-Propane 
Association is rendering a dis- 
tinct service to the liquefied gas 
industry in its national sponsor- 
ship of the “Magic of Fire” dem- 
onstration, a lively and informa- 
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tive show, lasting about two 
hours, that is conducted with in- 
formal running commentary by 
H. F. Browne of the United 
States Bureau of Mines. The 
most recent billing was early in 
April in connection with the 
“all membership” meeting of 
the Kansas LP-Gas Association 
in Wichita. 

The demonstration, booked 
for appearance in other centers, 
can be arranged for through the 
offices of the NBPA. As a pro- 
ject for sponsorship by any local 
gas group, it is worthy of high 
attention. 

In the first place, it deals with 
the nature of flame, its be- 
havior under many and varied 
circumstances, its control and 
proper use. Some of the infor- 
mation is almost basic to any- 
one engaged in any phase of bu- 
tane or propane handling. Yet 
it is often tragically apparent 
that gas company employes are 
totally unaware of anything re- 
garding flame other than what 
they might learn by watching 
a bonfire. 

Education cannot always be 
dramatized into a spectacular 
and interesting show; but the 
“Magic of Flame” is as much 
entertainment as it is instruc- 
tion. It has a particular appeal 
to fire marshals, public safety 
officials and others in like state 
or municipal offices. As a medi- 
um through which the industry 
may learn while others are be- 
ing taught, under LP-Gas spon- 
sorship, the show is without a 
peer. 
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ONLY THE FINEST 
WATER HEATERS HAVE THE UNITROL "A” 


GRAYSON CONTROLS 





DIVISION ROBERTSHAW THERMOSTAT CO. 
LYNWOOD, CALIFORNIA 
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Typical {.P-Gas installatior 
of Diablo Co. which will 
later be served by nearby 


utility throvgh underground 
mains, 


Dealer 


Cooperation 


with Utility 


Licks Electric Competition 


OR some reason, probably dating 

back to the inception of the “‘bot- 
tled gas” business, many LP-Gas 
distributors are 
prone to eye the 
gas utility serv- 
ing the urban 
areas of the ter- 
ritory with a 
certain amount 
of animosity and 
distrust. 

The same view 
is often held by 
the utilities and 
no doubt is in- 
fluenced equally 
in both direc- 
tions by the feeling of competition 
that has crept in to usurp a place 
to which it has no legitimate right. 


E. C. McENEANY 
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This apparent “competitive” sit- 
uation is emphasized under the 
present day trend of residential 
building toward the rural or semi- 
rural areas and the resulting ex- 
tension of gas utility lines into 
what the LP-Gas distributor has 
always considered his very own 
province. This is the point at which 
highly expensive and_ therefore 
largely unprofitable competition 
may set in if both the utility and 
the distributor fail to see what 
great opportunities are afforded 
them mutually if they could work 
together in the common promotion 





By E. C. McENEANY 
Diablo Company, Walnut Creek, California 
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of Gas as the ideal household fuel. 

I believe that our own experience 
in this direction indicates a definite 
means by which this most desirable 
relationship can be attained and 
maintained successfully. Briefly, its 
history is this: 

Back in 1939 when the south- 
western portion of Contra Costa 
county, California, began its phe- 
nomenal growth under the impetus 
of the completion of the San Fran- 
cisco-Oakland Bay bridge and the 
Broadway low-level tunnel, R. L. 
Hayden, at that time Contra Costa 
division manager of the Coast 
Counties Gas and Electric Co. but 
presently that company’s general 
sales manager, realized that the ex- 
pansion of their natural gas distri- 
bution system into all the rapidly 
developing rural areas of the coun- 
ty would be an ultimate necessity 
if the utility was to grow and pros- 
per to the full extent of its terri- 
tory’s possibilities. 

As Coast Counties serves only 
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Office and showroom of Diablo Co. 


natural gas in this area and is in 
a keen competitive relationship 
with the electric utility in all points 
of its territory, it was vital to its 
program that some means be found 
to make gas available to new homes 
being built in sections surrounding 
the urban centers but too remote 
for the extension of gas lines ona 
basis which could be considered 
reasonable and compatible with the 
revenues to be secured at the time. 

Mr. Hayden further realized that 
if his company could not provide 
gas service to these new homes, it 
would be a matter of but a short 
time when a wall of electrically 
equipped homes would be thrown ' 
around his distribution systems—a 
wall which would grow ever deeper 
and become increasingly difficult to 
break through without tremendous 
cost. 

It was here that the Diablo Oo. 
entered the picture. We were just 
locating our plant in the county 
when we were called upon to assist 
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Bulk plant and tank yard of Diablo Co., Walnut Creek, Calif. 


in working out a plan of coopera- 
tion with Coast Counties and im- 
mediately we recognized the adyan- 
tages of such cooperation and set 
about to make it work. The first 
form taken by the plan was simply 
that Coast Counties’ salesmen, in 
watching their territories for new 
construction, would solicit all pros- 
pects located on their lines, within 
reach of their lines, or hopelessly 
off their lines, with equal. zeal and 
if natural gas could not reach, a 
metered LP-Gas set-up was urged. 
Coast Counties installed the tanks 
and meters and the Diablo Co. 
delivered the fuel and billed Coast 
Counties on a monthly basis. Coast 
Counties likewise billed the custo- 
mers, as it preferred to become es- 
tablished in the customer’s mind 
against the time when the gas lines 
could be extended as the area grew 
and the customer would be changed 
over to natural gas. 

During the first few years of 
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this plan almost 500 homes were 
“saved” for gas as the mains grad- 
ually reached out into the country. 
Soon the threat of the “electric 
wall” was entirely removed as the 
company has been able to keep 
abreast of growth at all times and 
at all points. And from an LP-Gas 
standpoint this was a profitable 
load—running over 20,000 gallons 
in many winter months and with a 
certainty of collection that would 
warm the heart of the most callous 
distributor. 

As the danger of being “walled 
in” was removed, a different plan 
was adopted which placed the own- 
ership of the tanks and the billing 
of the customers under the Diablo 
Co. The solicitation of new con- 
struction is still carried on by the 
Coast Counties salesmen but the 
LP-Gas equipment is installed on 
a basis which recognizes the pos- 
sibility of removal to change over 
to natural gas at some future date. 
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the gas company calls for a definite 
cash amount to be paid to the Di- 
ablo Co. as an “in-and-out” reim- 
bursement in the event the equip- 
ment is removed within the first 
year and for a lesser amount if 
removal comes in the second year. 
After the second year no reim- 
bursement is considered necessary, 
as the age of the account has taken 
care of such charges. 

At first thought one might think 
that this sort of plan would gradu- 
ally cut the LP-Gas distributor out 
of customers entirely or at least di- 
minish them to an_ unprofitable 
number. Strangely enough, the re- 
verse is true. We now have more 
customers than ever before despite 
the hundreds of changeovers made 
by Coast Counties as the urban 
“fringes” grew. For as the fringes 
became urban new fringes beyond 
them formed and grew and this 
will be repeated again and again 
in a fast growing community. And 


Accordingly, an agreement with 





in these fringes we find an ever- 
increasing acceptance for gas, 
which, of course, we can continue 
to supply if we and the utility pool 
our sales and promotional efforts. 

Cooperation with the utility has 
brought many results that are im- 
portant beyond the gallonage fig- 
ures. First, we have had the benefit 
of valuable advice and counsel from 
Coast Counties’ staff which has 
shown us the responsibilities of 
our business and has provided help 
in establishing practices which have 
materially aided the operation of 
our business. 

Again, its sales department has 
helped us in setting up to mer- 
chandise appliances—not only LP- 
Gas appliances but line gas as well. 
The success of this effort is pretty 
well indicated in the fact that the 
Diablo Co.’s natural gas appliances 
sales are now running about dou- 
ble the sales of LP-Gas appliances 
—and the latter amounts to a very 
satisfactory volume. 











New delivery truck of Diablo Co., Walnut Creek, Calif., owned by E, C. McEneany. 
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Montana Dealer Competes With Coal 
For Space Heating 


NSTALLING liquefied petroleum 

gas systems in the dead of frigid 
winters or under blistering summer 
suns — from the windswept Cana- 
dian border to 
the very gates of 
Yellowstone Na- 
tional Park — is 
the daily routine 
of the Montana 
Butane Gas Co. 

That’s the way 
the company 
makes money — 
plenty of it—but 
also that’s the 
way the company 
personnel gets 
its fun out of 
life. For so enthusiastic over the 
merits of butane and propane are 
the officers and employes of this 
organization that what might seem 
like hard work to many, becomes 
sport to them. 

The Montana Butane Gas Co. is 
a husky young giant of the far- 
spreading Montana prairies. Its 





D. O. Mecklenburg 
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trucks — a flock of them — deliver 
gas to domestic storage tanks with- 
in a 200-mile area north to the Mis- 
souri river and south to northern 
Wyoming, from the Dakotas on the 
east to the Rockies on the west, 
from each of their two plants in 
Billings and Glendive. 

It’s not an easy territory to cov- 
er. Off the main highways the roads 
are often deep with mud or dust, 
according to season, and drifted 
high with snow in the long winters, 
but if and when a customer writes 
or phones or wires that he’s out of 
gas, there is never a moment’s hesi- 
tation in getting a fresh supply on 
its way. 

As a matter of fact, emergency 
calls are not many, for in so large 
a territory the company must an- 
ticipate the users’ needs. 

First, they are sold large storage 
tanks—500 to 1000 gallon ones— 
and then these are marked for 
regular refilling. A free and easy 
understanding exists between the 
company and its customers. When 
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a delivery truck comes to a con- 
sumer’s place the tank is filled up, 
whether it is nearly empty or near- 
ly full and whether the owner is 
home or not. 

Distances are great and nobody 
is going to suffer for want of fuel 
if foresight will prevent it. 

Yes, there is competition, but it 
only acts as a spur to the salesmen. 
Even local coal is a competitor—and 
dug from the ground on the very 
land of some of the company’s cus- 
tomers. Yet, it has been possible in 
many such instances to install gas not 
only for kitchen uses, but for space 
heating, as well. 

Numerous installations have been 
made of forced air furnaces and 
floor furnaces. In one day last win- 
ter 15 floor furnaces were installed 
in one tourist camp in North Da- 
kota. Commercial installations are 
increasing rapidly in number. 

All of the company’s 11 delivery 
trucks have been converted to burn 
butane gas instead of gasoline and 


hundreds of ranchers in Montana, 
North and South Dakota and Wy- 
oming have equipped their tractors 
and power equipment to burn bu- 
tane. D. O. Mecklenburg is presi- 
dent of the Montana Butane Gas 
Co. He pioneered the underground 
and aboveground butane and pro- 
pane gas systems in the state. In 
1939 he began distributing bottles. 
In 1940 he introduced butane un- 
derground gas systems, and was 
the only dealer-distributor in Mon- 
tana for several years installing 
and delivering butane and propane 
gas tanks. 

The home office of the company 
is in Billings. In that city are large 
carload storage tank facilities for 
both butane and propane, office, 
warehouse, and bottle filling plant. 
Bottles are shipped and distributed 
to surrounding towns and sold to 
dealers. Trucks deliver gas to the 
domestic tanks. 

The branch distributing center in 





Trucks, office and personnel of the Billings plant of the Montana Butane Gas. Co. 
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The Glendive, Mont., bulk plant, trucks and office of the Montana Butane Gas Co. 


Glendive is operated on the same 
basis as the home office. It serves 
eastern Montana and North Dako- 
ta and is managed by Glenn P. 
Scheihing. Thirty thousand gallons 
of bulk gas storage, bottle filling 
facilities, and trucks comprise the 
equipment there. 

Mr. Mecklenburg says they are 
featuring 500 and 1000 gallon stor- 
age tanks. The underground tanks 
were used exclusively until 1946 in 
the Glendive area. Underground 
tanks buried 8 feet deep are still 
featured. Tanks are installed along 
the Canadian border where temper- 
ature ranges to 40° below zero, yet 
never has lack of vaporization trou- 
bled a customer. 

Mr. Mecklenburg states that a 
tank properly installed will operate, 
regardless of the temperature, with 
butane and propane mixture. In the 
Billings area they install above- 
ground propane storage tanks on 
smaller installations such as ranges, 
water heaters, refrigerators, and 
floor furnaces. He says that in a 
cold area, such as they have, oper- 
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ating on large furnaces, the 1000 
gallon undeground propane tanks 
are the most practical, and very 
seldom necessitate service calls. 

The Montana Butane Gas Co. co- 
operates with the dealers in the en- 
tire territory. The dealer secures 
the orders for the tanks, furnaces, 
and other appliances, and is paid a 
commission. The Montana Butane 
Co. crew loads the tanks and other 
appliances and with a full set of 
installation tools, including a por- 
table furnace shop, makes the in- 
stallation. The gas trucks follow 
up and fill the new installation with 
gas. This installation is added to 
a route and the trucks make regu- 
lar periodical deliveries. Whenever 
there is a series of new installa- 
tions, a new truck is added to the 
fleet. 

Glenn P. Scheihing, vice presi- 
dent of the company, is manager of 
the distribution center at Glendive. 
Mr. Scheihing, formerly of Kear- 
ney, Neb., served as First Lieuten- 
ant with the Thirteenth Airborne 
Division in Germany. He received 
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Gregor Prestholdt 


GLENN SCHEIHING 


his paratroop jump training at Ft. 
Benning, Ga. 

Gregor Prestholdt, vice president 
and sales manager of the Montana 
Butane Gas Co., formerly was. em- 
ployed by the Northwest Airlines. 
Mr. Prestholdt served in the Alas- 
kan Division with the Air Trans- 
port Command, and has under his 
supervision the salesmen at Bill- 
ings and Glendive. He travels ex- 
tensively over the territory, con- 
tacting dealers. 

No fuel shortage has ever ex- 
isted for the company as its supply 
comes from a Wyoming field not 
many miles distant. Upon an un- 
failing supply of fuel, a high qual- 
ity of conscientious service and 
the superior nature of LP-Gas for 
domestic usage the company has 
built a large and enduring busi- 
ness. 

Mr. Mecklenburg has _ recently 
been elected secretary of his state 
dealer group, which he helped to 
organize, and is a member of both 
national LP-Gas associations. 
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CALENDAR 





May 5—Georgia Liquefied Petroleum Gas 
Association. Oglethorpe Hotel. Savannah. 


May 7—Illinois Liquefied Petroleum Gas 
Association. St. Nicholas Hotel. Spring- 
field, Ill. 


May 26—Council of LP-Gas Associations. 
Sherman Hotel. Chicago. 


May 27-29—Liquefied Petroleum Gas As- 
sociation Convention and Exhibits. Sher- 
man Hotel. Chicago. 


June 9-11—Texas Butane Dealers Associa- 
tion. Buccaneer Hotel. Galveston, Texas. 


June (Date to be set)—Arkansas State As- 
sociation, 


Sept. 8-10—Southwestern LP-Gas Conven- 
tion and Appliance Show (Oklahoma 
LPGA). Skirvin Hotel. Oklahoma City, 
Okla. 


Sept. 15-17—National Butane-Propane As- 
sociation Convention and Exhibits. Jef- 
ferson Hotel. St. Louis, Mo. 


Oct. 6-8—American Gas Association An- 
nual Convention. Cleveland. 


Oct. 9-10—Missouri LP-Gas_ Association. 


Jefferson City, Mo. 


Oct. 10—California Natural Gasoline Asso- 
ciation. Fall Meeting. Ambassador Hotel. 
Los Angeles. 


Dec. 3—Wisconsin Liquefied Petroleum Gas 
Association. Annual Meeting. 











LPGA Directors Elect 
Three New Board Members 


At the March 11th meeting of the 
board of directors of the Liquefied 
Petroleum Gas Association, held in 
Des Moines, Iowa, the following di- 
rectors were elected to fill vacancies 
on the board of directors: 

Arkancas—R. J. Dodson, Magnolia 
Butane Gas Co., Magnolia. 

California—Gilbert Bragg, United 
Liquid Gas Co., Fresno. 

Wisconsin—V. J. Mueller, Wiscon- 
sin Bottled Gas, Inc., Medford. 
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Present at the founding of “The Council of LP-Gas Associations,” Muehlebach Hotel, Kansas 
City, Mo., on March 26, were (left to right): Si G. Darling, F. N. Havens, E. E. Rapp, 
K. W. Cole, John Knox Smith, G. E. Switzer, M. L. Blair, A. W. Porter, Howard D. White, 
R. H. Mahnke, Wm. J. Lawson, Fred L. Yates, Charles O. Russell, Vern Mueller, Frank V. 
deGruy, Fred A. Rives, R. H. Stinger, Henry Wieckman, H. R. Seacat, and J. J. Eberhart. 


State Associations Form National Group 


U PON the invitation of the Liquefied 
Petroleum Gas Association, official 
representatives of 14 out of the 17 
state associations composed of lique- 
fied petroleum gas dealers attended 
a joint meeting in Kansas City on 
March 26. The purpose of the meet- 
ing was to determine whether or not 
state associations, as a group, could 
function through a new organization 
in the advancement of the industry 
and have closer cooperation in na- 
tional affairs affecting each individ- 
ual association. 

The meeting resulted in the forma- 
tion of what is to be known as “The 
Council of LP-Gas_ Associations.” 
William J. Lawson, secretary of the 
Texas Butane Dealers Association, 
was elected chairman. R. H. Mahnke, 
executive vice president of the Kan- 
sas Liquefied Petroleum Gas Associa- 
tion, was named vice chairman, and 
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Fred L. Yates, secretary of the Okla- 
homa Liquefied Petroleum Gas As- 
sociation, was elected secretary, all 
to hold office for one year. 

The organization is to be informal 
in nature with no dues or other mem- 
bership requirements stipulated ex- 
cept official representation of an es- 
tablished organization. The voting 
membership is to be confined to one 
representative of an LP-Gas associa- 
tion but meetings and discussions will 
be open to all industry members. 

The next meeting of the Council 
will be held at the Sherman hotel in 
Chicago on May 26, the day before 
the opening of the national conven- 
tion of the Liquefied Petroleum Gas 
Association at the same hotel. At 
that time the officers of the Council 
will present a proposed outline to in- 
dicate the scope of activities in which 
the new organization may indulge. 
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Truck Drivers 


Can Ruin a Business or Make it Pay 


THE key to satisfied customers on 

delivery routes is in the hands of 
the truck drivers. These also largely 
determine whether the firm makes any 
money on its rural routes. 

Such conclusions have been reached 
by C. E. Conrad, general manager, 
Mid-west Butane 
and Engineering Co., 
1609 South Quanah, 
Tulsa, Okla., -who 
has entered his ninth 
year in serving do- 
mestic customers § 
with, liquefied petro- 
leum gas, equipment § 
and appliances, in 11 
northeastern Okla- 
homa counties. 

“T am _ experienc- 
ing no trouble in em- 
ploying and retain- 
ing qualified deliv- 
ery truck drivers 
now that the skilled 
labor situation has eased in our sec- 
tion of the state,” commented Mr. 
Conrad. “Some of these men may 
never before have been engaged in 
the LP-Gas business when I employ 
them. I am seeking men, however, 
who know how to drive, and to main- 
tain and repair automobile equipment. 
Improper care of automobile equip- 
ment can break a liquefied petroleum 
gas dealer, particularly in these days 
when most cars are old and replace- 
ment parts are hard to get. This is 
more important than the routing of 
the delivery tank trucks, our experi- 
ence has shown.” 

After careful selection of a driver, 


70 





Mr. Conrad trains him in the policies 
of his company then goes out with 
him on his route for possibly a week. 
By this means he can soon determine 
whether the driver will make good. 

“We do not combine the job of de- 
livery truck driver and appliance 
salesman,” Mr. Con- 
rad explained. “We 
have five appliance 
salesmen in our or- 
ganization who are 
trained to look after 
that phase of the 
business.” 

During war years, 
when labor shortages 
were critical the 
firm could not be so 
particular as_ to 
qualifications of its 
drivers. As a resuit, 
maintenance costs on 
four delivery tank 
trucks ran approxi- 
mately $500 per month. With the 
same equipment, operated by drivers 
who know how to keep it in good 
condition, these costs have been re- 
duced to an average of $150 per 
month, Mr. Conrad says. 

“We give our drivers an interest in 
the business by paying them top 
wages. This compensation is made up 
of a base weekly salary, plus commis- 
sions on each gallon of LP-Gas placed 
in customers’ tanks and a mileage 





By O. D. HALL 
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compensation for trips to the refin- 
ery,’ Mr. Conrad explained. “These 
drivers, satisfied with their earnings, 
remain with the company and pay 
closer attention to the needs of our 
customers. Our policy is not to think 
of our customers in terms of the 
number of gallons of LP-Gas they 
buy but of the service we can give 
them.” 


Aiding Customers Builds Business 


It would seem that the company is 
working against its best interests by 
establishing an insulation division. 
“Insull-Wool,” when properly in- 
stalled, cuts the fuel bill from 15 to 
25%, Mr. Conrad says, so that it 
would seem that the company is work- 
ing against its own best interests by 
reducing the fuel bills of its custom- 
ers. This move, however, pays divi- 
dends in better satisfied customers, 
helps to save fuel which is sometime 
scarce in winter months, the firm has 
found. This department is in charge 
of Dan C. Lampton, pioneer insula- 
tion and sales engineer. 

The LP-Gas appliance division is in 
charge of O. E. Allen. This. depart- 
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ment sells and services appliances to 
more than 1100 homes throughout the 
11 northeastern Oklahoma counties 
served by the Mid-West Butane & 
Engineering Co. In this department, 
again, emphasis is placed on service 
and satisfied customers. The principal 
point stressed here by the firm is the 
installation of the proper type and 
size of appliance manufactured to 
burn the fuel intended to be used. 

Mr. Conrad will not convert an old 
appliance, built to utilize some other 
fuel, into LP-Gas equipment. Most of 
his trouble in the service department 
came from such appliances, improp- 
erly converted by a “handy man” or 
by some worker who did not under- 
stand LP-Gas. 

“Most of our service problems are 
solved when we install a system and 
appliances,” said the general man- 
ager. “When we do this, and we in- 
sist on doing it in a proper manner, 
we can be assured that the customer 
will be satisfied with liquefied petrole- 
um gas service and will be an appli- 
cant for extended service when he 
needs more appliances.” 


a 


Mrs. C. E. Conrad 
(left) and Marcelene 
Griffin, Mid-Western 
Butane and Engineer- 
ing Co., Tulsa, on ap- 
pliance floor. The for- 
mer assists her hus- 
band in management 
of business and latter 
keeps the records and 
handles truck rout- 
ings. 


v 
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SAFETY DEMONSTRATIONS 


Draw Dealers To NBPA District Meetings 





J. M. ROBINSON 


HARRY H. TORBIT 


D EALER meetings held for mem- 

bers of the National Butane-Pro- 
pane Association in a dozen districts 
reaching from Colorado to Florida 
started March 28 in Denver and will 
terminate in Savannah, Ga., May 5. 

These meetings have been held not 
only to bring together deaiers in the 
various districts to discuss important 
industry problems but primarily to 
view the highly informative safety 
demonstration presented by the U.S. 
Bureau of Mines Dallas office under 
the direction of H. F. Browne. These 
demonstrations, entitled the “Magic 
of Fire,” are built around the use of 
liquefied petroleum gas in many of 
its applications and instruct dealers 
in the handling of butane and pro- 
pane. Large attendances and enthu- 
siastic response have been evident at 
all the meetings. J. M. Robinson, 
NBPA president, attended several of 
the conventions. 

The Denver meeting was held in 
the Cosmopolitan hotel with Harry 
H. Torbit, president, Union Gas & 
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Equipment Co., Pueblo, presiding: 
Mr. Torbit is treasurer of the Na- 
tional Butane-Prupane Association. 

In addition to dealers and distribu- 
tors of LP-Gas, 32 chiefs of fire de- 
partments of Colorado communities 
were present, and Roy MacGinnis, 
state inspector of oils, E. R. Maiyl 
and Charles O. Bonnelle. There were 
197 in attendance. H. C. Loesche of 
the U.S. Bureau of Mines, Berkeley, 
Calif., aided Mr. Browne in the safety 
demonstration. 

E. L. Scott, president of the Colo- 
rado association, presided at the 
luncheon which preceded the regular 
meeting. 

The second district meeting was 
held at the Hotel Fontenelle in Oma- 
ha, Neb., on March 31. One hundred 
and thirty attended the meeting. C. 
A. Nelson, Butane Gas Corp., Omaha, 
and president of the Nebraska deal- 
ers association, presided. At that 
meeting 21 chiefs of fire departments 
of Nebraska communities were pres- 
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ent, as also was fire chief Meister 
and E. E. Hayluh, of the Omaha fire 
department. 

At the Omaha meeting Mr. Browne 
was assisted in his demonstration by 
M. V. Hansen and C. M. Dovidas, 
U.S. Bureau of Mines, Vincennes, 
Ind. 

The Hotel Fort Des Moines, Des 
Moines, Iowa, was the scene of the 
third district meeting, held on April 
2, with Leland Harms, Harms Oil 
Co., Allison, Iowa, in the chair. The 
“Magic of Fire” was under the same 
supervision as at Omaha and in at- 
tendance were 52, together with % 
fire chiefs and John W. Strohm, state 
fire marshal, of Des Moines. 

Peoria, Ill., was the scene of the 
fourth district meeting on April 4 at. 
the Jefferson hotel. S. Beske, Kay 
Gases, Chicago, presided. In addition 
to the 92 industry men, 11 fire mar- 
shals and fire chiefs and A. A. Scho- 
bert, of the state fire marshal’s office, 
listened to the same safety demon- 
stration as at the other locations. 

The April 8 meeting in Kansas 
City, Mo., which was not held until 
after this issue of BUTANE-PROPANE 
News went to press, was presided 
over by H. G. Baur, Butane Gas & 
Appliance Co., St. Louis. Attending 
were 131 industry members and 20 
fire chiefs from various Missouri 
communities. 

At the Allis hotel, Wichita, Kan., 
the 6th district meeting was held on 
April 9, with F. P. deLarzelere, 
Southern Gas & Equipment Co., Tul- 
sa, presiding. 

G. M. Kintz gave the safety dem- 
onstration there, with H. F. Browne 
assisting. 

There were 181 in attendance, in- 
cluding 18 fire chiefs and Clyde Lat- 
chem, Kansas fire marshal and Ewing 
B. Fergus of the State Inspection 
Bureau. 
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Year-Old Seattle Firm 
Starts Expansion Program 


Incorporated about a year ago, the 
American Propane Sales, Inc., op- 
erates an 18,000-gal. bulk plant on 
the outskirts of 
Seattle, Wash., 
and has its office 
in the industrial 
section of the 
city. Fuel is sup- 
plied by the Calor 
Gas Co., Oakland, 
Calif., wholesale 
distributors of 
General Petrole- 
um Corp. lique- 
fied petroleum 
gas. 

Propane is dis- 
tributed in ap- 
proximately a 30-mile radius of the 
plant to domestic, commercial and 
industrial accounts. Domestic and 
commercial appliances are carried in 
stock together with industrial equip- 
ment. 

Further expansion of the company 
is planned for the immediate future 
by the addition of other plants. It will 
be aided by a large program which 
has already been started. 

The first tank truck the company 
operated is a 1%-ton partial “cab- 
over” model. Two 660-gal. spheres are 
manifolded and mounted on a chapn- 
nel frame support. According to R. J. 
Moore, operational manager, this is 
the first time this type of truck has 
been used in that area, although many 
of them are employed in California. 

Officers of the company are E. A. 
Hullin, president; N. M. Maurer, S. 
D. Cochran, and E. J. Merritt, sales 
manager. Mr. Moore has had three 
years’ experience in the LP-Gas field, 
having formerly been purchasing 
agent for the Liquefled Gas Corp.. 
Seattle. 





R. J. MOORE 
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ICC Trailer Cylinder Regulations Explained 


ECAUSE of misunderstanding 

by manufacturers of tanks, by 
dealers and by law enforcing agen- 
cies of the exact facts concerning 
the use and refilling of LP-Gas 
cylinders for trailer cars, BUTANE- 
PROPANE News recently requested 
a clarifying statement from the 
Interstate Commerce Commission 
in Washington, D. C. 

Under date of April 1, W. Y. 
Blanning, director, Bureau of Mo- 
tor Carriers, ICC, writes as fol- 
lows: 


Whether containers for liquefied 
petroleum gases attached to house 
trailers, which gas is to be used for 
cooking and heating purposes, are re- 
quired to meet ICC specifications de- 
pends upon whether the trailers are 
being towed by the owners or lessees 
thereof from one state to another in 
touring or other personal pursuit as 
distinguished from the use of such 
trailers in interstate, intrastate or 
foreign commerce by common, con- 
tract or private motor carriers as de- 
fined in Part II of the Interstate 
Commerce Act. 

Part II defines a private carrier as 
“any person not included in the terms 
‘common carrier by motor vehicle’ or 
‘contract carrier by motor vehicle,’ 
who or which transports in interstate 
or foreign commerce by motor vehicle 
property of which such person is the 
owner, lessee, or bailee, when such 
transportation is for the purpose of 
sale, lease, rent, or bailment, or in 
furtherance of any commercial enter- 
price.” 

If the trailers are being used by 
the owners or lessees in touring or 
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other personal pursuit, the cylinders 
are not required to meet the specifica- 
tions set out in the Commission’s reg- 
ulations governing the transportation 
of explosives and other dangerous 
articles, regardless of whether such 
trailers are moved across state lines 
or wholly within a state. 

Likewise, the regulations do not 
apply where such owners or lessees 
transport the cylinders to a filling 
plant for refilling. The Commission’s 
regulations do apply if the containers 
(unless wholly empty) are. offered 
for transportation, or are transport- 
ed, by common, contract or private 
carriers by motor vehicle in inter- 
state, intrastate or foreign commerce. 

If the purveyors of liquefied pe- 
troleum gases refuse to fill the con- 
tainers on trailers towed by the owner 
or lessees in touring or other per- 
sonal pursuit unless they meet ICC 
specifications, this Commission has no 
jurisdiction to require them to do so. 
The reluctance of the purveyors to fill 
containers not meeting ICC specifica- 
tions may be due to the fact that gen- 
erally they have no knowledge as to 
the adequacy of such containers. 


Any manufacturer or dealer hav- 
ing a problem not covered by the 
above statement should write to 
Director Blanning for a specific in- 
terpretation of the code. 


So. Atlantic Gas Co., Orlando, 
Opens Branch Florida Office 

Announcement has been made by 
the South Atlantic Vapo-Gas Co. of 
Orlando, Fla., of the opening of a 
Lake county branch office in Lees- 
burg. 
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Exhibits and Long Program Planned 
For LPGA Convention, May 27—29 





HERMANN PARIS 


B. D. GEROY 


wit® the liquefied petroleum gas 
industry at a high point in its 
program of postwar expansion, it is 
expected that the largest crowd ever 
to attend a meeting of the Liquefied 
Petroleum Gas_ Association will 
gather in Chicago May 27-29 to at- 
tend the convention and exhibit which 
has been planned for those dates in 
the Sherman hotel. 

Elaborate preparations have been 
made by manufacturers for appliance 
and equipment displays in the exhibit 
room and a program of talks and dis- 
cussions covering all phases of cur- 
rent industry problems is being pre- 
pared. 

Advance registration will start at 
3 o’clock on May 26, the day before 
the first meeting, and the following 
morning will also be devoted to regis- 
tration. Thereafter, the program calls 
for meetings in the mornings and 
afternoons of successive days. The 
closing banquet will be held on the 
evening of May 29. 

The 1947 convention of the LPGA 
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JERRY FRENCH R. J. CANIFF 


will be opened by Charles O. Russell, 
association president. The committee 
on arrangements is composed of Her- 
mann Paris, chairman; Jerry French, 
R. L. Buckingham, K. W. Cole, Lloyd 
C. Ginn, B. D. Geroy and Robert J. 
Caniff. 


AGA Selects Cleveland 
For 29th Annual Convention 


The executive board of the Ameri- 
can Gas Association announces that 
the 29th annual convention of the 
Association will be held next Oct. 6-8 
at Cleveland. 

The 1946 convention last Fall voted 
for San Francisco as the next con- 
vention city. All indications point to 
a large attendance at the 1947 con- 
vention which under present circum- 
stances would tax the hotel facilities 
in San Francisco and result in insuf- 
ficient hotel reservations to accom- 
modate the members of the Associa- 
tion, it is stated by AGA. 
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ORTHWEST Arkansas is develop- 
ing rapidly in agriculture and busi- 
ness. And keeping pace with this ad- 
vancement is the Fort Smith Butane 
Co. which has just moved into its 
larger and more modern location at 
820 Rogers Ave. The company, feat- 
uring all LP-Gas appliances entered 
business last May and was incorporat- 
ed in September. 

S. D. Bridges is the manager. E. E. 
Sexton, Jr., is assistant manager and 
also serves as secretary and treas- 
urer. 

According to Mr. Bridges, competi- 
tion is keen in this territory. But 
competition igs not an insurmountable 
problem for these men. They learned 
the technique of meeting competition 





Arkansas Farmers Like LP-Gas 


By SARA MIZELLE MORGAN 


in the armed forces. The four other 
employes are also ex-service men. 

Despite the fact that the company 
was organized during the most crit- 
ical “material shortage” time in the 
history of the country, rapid progress 
has been made and the firm has an 
unusually bright future. 

Most of the installations to date 
have been for domestic use and there 
is a long waiting list for domestic 
appliances, particularly stoves and re- 
frigerators. Rural residents are im- 
patient for modern, time-saving, con- 
venient equipment. 

However, many installations have 
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Display room of the Fort Smith Butane Gas Co. with E. E. Sexton, Jr. (left), assistant 
manager, and S. D. Bridges, manager. 
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This tank has a storage capacity of 20,000-gals. Men in the picture are (left to right) 
S. D. Bridges, Herbert Lauwers, Pete Jones and Alfred Dixon. 


been made for various farm uses such 
as poultry houses, hot houses and po- 
tato houses. Farmers have found that 
by properly protecting their flocks 
during the cold weather, the value of 
the flock is increased from the stand- 
point of better production and market- 
ing value. They have also found by 
using the butane method of heating 


potato houses, that the danger of los-~ 


ing a good portion of the crop is avoid- 
ed because the temperature can be 
maintained at a proper degree which, 
of course, is not possible with make- 
shift methods of heating. 

Another fast growing demand is for 
furnaces for homes and the waiting 
list is growing for this type of in- 
stallation. 

Last summer equipment was _ in- 
stalled in the hot house and potato 
house of W. H. Wagnon. Mr. Wagnon, 
who lives a few miles north of Van 
Buren, Ark., and only a few miles 
from Fort Smith, has supplied his 
vicinity with fresh vegetables the year 
around for many years. He is more 
than enthusiastic about his latest 
venture. 

Mr. Bridges is now awaiting mate- 
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rial for the installation of an alfalfa 
dehydrating plant at Paris, Ark., some 
distance from Fort Smith. This plant, 
when installed, will be the only one 
of its kind in northwest Arkansas. 
Mr. Bridges attributes their rapid 
progress to their custom of fair deal- 
ing with all customers and the fair 
distribution of scarce merchandise. 
Another secret not mentioned by Mr. 
Bridges, but revealed in his conver- 
sation, is an essential factor in any 
selling field—being thoroughly “sold” 
yourself on the product you handle. 


NBPA Fills Vacancy 
On Board of Directors 


J. E. Price, Southwestern Natural 
Gas Corp., Miami, Fla., has been elect- 
ed to fill a vacancy on the board of 
directors of the National Butane-Pro- 
pane Association. 

Mr. Price will represent district No. 
10, comprising the states of Alabama, 
Florida, Georgia, Mississippi and 
South Carolina. 

Mr. Price automatically becomes a 
vice president of the association and 
a member of the executive committee. 
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Ensign vaporizer specially designed for cotton flame weeding machine. 
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The Mechanics of Flame Cultivation 


By THOMAS L. BAGGETTE 
New Holland Machine Co., New Holland, Pa. 


HE flame cultivating machine is 

a tool for the farmer. Flame cul- 
tivation can and does control weeds 
and grasses in 
row crops, but it 
is not a miracle 
worker. Many 
may have to 
change some of 
their present 
practices, but it 
will pay. To get 
the maximum 
good from the 
“Sizz - Weeder,” 
get ready for 
the flame culti- 
vating season as 
soon as the harvesting of last sea- 
son’s crop is completed. 

Many farmers now using flame 
cultivators are impairing the effi- 
ciency of the machine by improper 
cultural practices. Successful use 
of this tool is dependent upon sev- 
eral procedures at the beginning of 
the season. 

The following must be carefully 
considered if flame weeding is to be 
the important factor it can be in 
producing a crop, whether it be cot- 
ton, corn, soybeans, or truck crops: 

1. Good drainage is essential. Wet 
or damp spots in the field will retard 
all field work and cause the Sizz- 
Weeder to lose its timeliness as a con- 
trol of small weeds and grasses in the 
crop row. 


Thos L. 


Baggette 
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2. Anything which remains from the 
previous crop such as stalks must be 
thoroughly cut and turned under dur- 
ing the fall months. If such growth is 
left standing until spring to support 
legumes, it must be thoroughly dis- 
posed of by cutting and be turned 
under at least a month before plant- 
ing. Stalks not cut but turned under 
at land-breaking time will hamper 
tractor farming throughout the en- 
tire season. This type of stalk dis- 
posal will prevent the Sizz-Weeder 
from doing its most efficient work 
when the crop is small, which is the 
time when the most critical adjust- 
ment of the flame is necessary. A 
complete stalk cutting job in the be- 
ginning will pay large dividends later 
on. 

3. Preparing a good seed bed for 
planting crop is just as important as 
building a good foundation for a 
house. Seed bed preparation is the 
foundation of a good crop. Rows must 
be of even height and properly spaced 
if tractor farming is to be successful. 
The rows before planting should be 
dragged as flat as possible. This op- 
eration will eliminate the cloddy con- 
dition so unfavorable for Sizz weed- 
ing. 

Keep It Flat 


Land preparation for flame culti- 
vation means more than seed bed 
preparation. It means smoothing 
out land-locked field depressions; 
it may mean a revamping of the 
farm drainage system. The rolling 
prairies of Iowa, the flat lands of 
the Mississippi Delta, the irrigated 
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RISO SLIP TUBE GAUGES 





Patented 


No. 2148RP 


The REGO No. 2148R Slip Tube Liquid Level 
Gauge, which features simplicity of design, dura- 
bility in construction and accuracy in operation, 
provides a positive means for gauging the liquid 
fuel content of LP Gas system containers and 
storage containers. 


The REGO No. 2148RP, in addition to serving as 
a slip tube gauge, performs the added function of 
a fixed tube gauge, thus providing a single unit 
which gives two important readings. 


A Duo-Gage model, designed for containers more 
than six feet in diameter is also available. In this 
application, one gauge measures the liquid level 
in the lower half of the container and one gauge 
measures the liquid level in the upper half. 


LEADER IN THE 





FOR ACCURATE AND SAFE 
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UNDERGROUND CONTAIN 


No. 2805 


The REGO No. 3163 Fixed Tube Gauge 
provides a simple and accurate means for deter- 
mining when a container has been filled to the 
maximum permitted level. It is equipped with a 
lock-spring which prevents the valve from open- 
ing when subjected to vibration. This feature 
makes it ideal for use on trucks, tractors, ICC 
cylinders and similar applications where vibration 
is encountered. 


When used on stationary containers, the gauge is 
available without the lock-spring. Both models 
are available with or without dip tubes. 


The REGO No. 2805 Gauge combines a fixed 
tube liquid level gauge and a pressure gauge ina 
single container connection, thereby eliminating 
the necessity for an extra opening in the container. 
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Don’t Miss The LPGA Convifiic 


Be sure to visit the RESO exhibitiithe 
at the Sherman Hotel in Chicago on May 27, 260@ 25 
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| REGQ’s Complete Line of LP Gas Liquid Level Gauges 
Enables You to Select the Exact Type and Size for 
Every Container Application 


Scientifically designed and accurately constructed, RegO gauging devices are 

the choice of experienced LP Gas producers, distributors and dealers, because 

N they know that RegO gauges provide the accurate fuel readings necessary in 
handling LP Gases. 


Use of RegO gauges in LP Gas systems provides an important safety factor in 
helping to avoid hazards due to overfilling, and, in addition, they afford an 
accurate means for computing fuel inventories and determining rate of use. 


No matter what type, size or shape container is used, there is a RegO gauge 
specifically designed to provide easy, safe and accurate readings. Complete details 
on the design, construction and operation of RegO gauges will be found in 
RegO Catalog Section LJ. 











me RISO ROTOGAGES 
= ; Contents of cylindrical or spherical containers, in 
sen stationary or mobile installations, may be quickly 
ture and accurately measured with the RegO Rotogage. 
ICC This gauge is suitable for end or side mounting 
tion and is furnished in two sizes. The small size is for 
use On stationary containers up to 60" in diameter, 
eis | or for mobile fuel tanks up to 24” in diameter. 
dels The large size is designed for use on bulk con- 
tainers greater than 24” in diameter. Patented 
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section of California, all present 
different problems but all have one 
thing in common. They can be 
solved and corrected by the appli- 
cation of the findings of research 
and the use of common sense. 
The all-important thing to 
achieve in any field where the flame 
cultivator may be used is good 
drainage so that the Sizz-Weeder 
can get into a crop at any time it 
needs to go. In any section good 
drainage means a more tractable 
soil and a lessening of clods in the 
field. Even in mule farming, data 
shows that cotton yields are higher 
on smooth. fields. Any clods or 
rough soil preparation seriously 
impairs flame cultivation. Clods 
shield weeds and grass; they cause 
deflection of flame into the cultivat- 





The flame cultivation of row crops is 
certain to revolutionize farming methods 
in many parts of this country. Already it 
has becomes a vital factor in the cotton 
fields of the South and the practice will 
spread to Northern states as equipment 
and bulk distribution facilities of LP-Gas 
are made available. 

Recognizing this trend, and its im- 
portance to dealers as a tremendous load 
builder, BUTANE-PROPANE News has car- 
ried many articles upon this subject dur- 
ing the last year, a list of which will be 
found at the end of the accompanying 
article. 

In the discussion this month the science 
of flame weeding is explained, which in- 
cludes the preparation of the ground for 
planting as well as burning the weeds 
thereafter. Probably no one is better qual- 
ified to do this than the author, Thomas 
Baggette, whose work with the Stoneville, 
Miss., experimental station laid the basis 
for a large measure of the development 
that has occurred since. 

Important to remember is that propane 
is bv far the best fuel for this new method. 
Dealers who awaken to this prospect will 
profit mest.—Editor. 
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ed crops and subsequent harm; 
they render almost useless the ef- 
fectiveness of the first flaming 
when all growth is small and when 
weed killing is at its most oppor- 
tune stage. 

A good farmer, like every other 
business man, must plan his opera- 
tion well in advance of the actual 
time of practice. This gives him 
adequate time to properly dispose 
of any vegetation on the land 
which is to be planted to row crops. 
Turning under stalks, legumes, etc., 
well in advance of seed bed prep- 
aration will assure smooth fields 
and the most favorable condition 
possible for flame cultivation. 

The seed bed and drill row, kept 
flat, allows a sweeping action of the 
Sizz-Weeder burner clear across 
the drill without deflection. Minor 
or no disturbance of the drill re- 
duces to a minimum the exposure 
and subsequent germination of 
weed seed and thus reduces the 
weed and grass problem. 

If time is allowed to get ready 
for flame cultivation, the cultivator 
will do the job. 


The Most Important Time 

Flame cultivation is started in 
the crop row for control of weeds 
and grasses as soon as the crop has 
reached sufficient size to withstand 
the flame. The height of the crop 
for flaming should be approximate- 
ly 8”, at which time the plant has 
developed a toughness which will 
resist. intense heat, whereas the 
weeds and grasses which are small- 
er and more tender will be killed. 

During each flaming, burners 
should be adjusted to a point in the: 


83> 

















ENSIGN VAPORIZER 


een 
POWER LIFT 


FLEXIBLE HIGH PRESSURE 
HOSE 


Be COMMON. HEADER 
S—wemme 86 FLEXIBLE METAL HOSE 
FOR PROTECTION FROM HEAT 





FROM s 
SIZZ-WEEDER ff 
1947 Model 4-Row 


Detailed explanation of flame weeding machine. 


drill so as to cause the flame to 
sweep across the row. Flaming 
from each side of the drill is done 
with the burners set in a staggered 
pattern so that the flames do not 
collide and cause a flaring action 
and a loss of control of the flame 
which is so essential. Flame culti- 
vating done while the crop is from 
8” to 14” in height requires the 
most careful supervision since dur- 
ing this period the chance of in- 
jury to the crop is greatest if burn- 
ers are improperly adjusted, too 
high pressure is used on the burn- 
er or tractor speed is too slow. 
When burners are staggered and 
set flat, the pressure on the burn- 
ers set at 25 lbs. and the tractor 
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speed not less than 2 m.p.h., very 
satisfactory results are obtained. 

For subsequent flamings after 
the crop has reached a greater 
height than 14”, more pressure can 
be used, from 30 lbs. to 40 lbs., and 
the tractor speed can be increased 
or decreased depending on the 
amount of weeds and grasses pres- 
ent. The Sizz-Weeder, when used at 
the correct time, will control weeds 
and grasses in the crop row and 
more acres can be covered with 
each successive flaming. 


The First Operation 


After seed beds are prepared and 
planted the Sizz-Weeder is first 
used for pre-emergence flaming. 
Just before seedlings break through 
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the ground the entire row can be 
flamed, killing all young weeds and 
grasses and thereby permitting the 
crop to come through in a clean 
drill. This operation should be done 
with a slow tractor speed of 21%4 
to 314 miles per hour. 

The burners can be set to give 
the maximum kill since at this time 
the wildness or deflecting of flame 
is not undesirable. The pressure at 
the burner for this operation 
should be 30 to 35 lbs. By destroy- 
ing young grasses and weeds with 
flame, other grass and weed seed 
are not brought to the surface to 
be germinated, as would-be done if 
the soil were disturbed by plowing 
or some other practice that would 
disturb the soil crust. 


The Second Sizz-Weeding 

In crops such as cotton, sugar 
beets, or the like, where thinning 
to a stand requires considerable 
hand labor, this job is most satis- 
factorily and economically accom- 





Bibliography of Flame Weeding Articles 
in Past Issues of BUTANB-PROPANE News 


Feb. 1946—Tests Prove Propane Best for 
Flame Cultivation in Cotton Fields, by 
T. L. Baggette. 

Mar. 1946—Flame Weeders Help Balance 
the Dealer’s Load. 

June 1946—Flame Weeders for Corn and 
Cotton. 

Nov. 1946—What Flame Weeding Means 
to the Summer Load, by T. L. Baggette. 

Mar. 1947—Weed Burning, by C. O. 
Henneman and L. H. Wright. 

Mar. 1947—Combining LP-Gas Supply 
for Tractor Engine and Cultivator, by 
Ralph Meeder. 

April 1947—Weed Burning, by C. O. 
Henneman and L. H. Wright. 
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plished by flaming. An attachment 
known as the Sizz-Chopper is used 
in conjunction with the Sizz-Weed- 
er to perform this task. The crop 


is ready for chopping or thinning. 


as soon as a stand is up. The soon- 
er the job is done the better the 
job can be done. 

At this time three jobs can be 
done at the same time with only 
one trip down the row, namely, 
cultivating the middles with the 
conventional cultivator sweeps, 
front mounted; rotary hoeing the 
drill, front mounted rotary hoe 
gangs one for each row; and Sizz- 
Chopping, or thinning, the crop to 
a stand with the cultivator and 
chopper mounted in the rear. 

This operation is done in low 
gear with the burners directing 
their flame to one point from both 
sides, using a pressure of 30 to 35 
Ibs. The sweeps plow the middles, 
thereby eliminating the young 
weeds and grasses there; the rot- 
ary hoe mulches the drill and elim- 
inates lots of young weeds and 
grasses in the crop row and pre- 
pares the drill for the choppers, 
causing the boxes on the wheels to 
fit more snugly to the ground and 
lessening the danger of flame 
creeping under those boxes and in- 
juring the young plants which are 
to be saved for the stand. 

None of the uses of the Sizz- 
Weeder so far mentioned can be 
satisfactorily accomplished unless 
the rows are flat, evenly spaced, 
of uniform height, and no clods or 
other obstacles present in the crop 
row. Crops handled in this manner 
up through thinning have laid the 
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Built into every shipment of 


Sinclair L: P Gases 


is the reputation of Sinclair... 
a great name in oil 


Sinclair sells Propane only whole- 
sale ... does not compete with its 
customers. 

Keep us in mind for the day when 
increased supplies will permit us to 
serve new customers. 


SINCLAIR PRAIRIE OIL COMPANY 


SINCLAIR BUILDING, TULSA, OKLAHOMA 
LIQUEFIED PETROLEUM GAS DIVISION 
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AMERICA’S FINEST 
on the basis of performance 


In trouble-free, reliable, fully automatic operation, 
DAY & NIGHT Water Heaters are front rank 
performers. And when it comes to engineering 

and exclusive economy features, DAY & NIGHTS 
are truly “America’s: Finest” water heaters. 


DAY EAA 


Day & Night Butane appliances are exported by Anchor Oil Co., Houston, Texas 


DAY & NIGHT MANUFACTURING COMPANY 
Monrovia, California » One of the Dresser Industries 
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ground work for successful Sizz 
weecing throughout the cultivating 
season. From this stage of the crop 
on until lay-by it is a matter of 
cultivating the middles flat and 
Sizz weeding the crop row at the 
proper time, while the weeds and 
grasses are young and tender. 


Cultivating to Lay-by Time 

The number of times the Sizz- 
Weeder should be used in a crop 
will be determined by amount of 
rainfall, growth of weeds, and in- 
tensity of infestation. It is reason- 
able to expect a need for five or 
six cultivations in rain-grown areas 
and four or more times in the irri- 
gated section. 

One of the advantages in using 
the Sizz-Weeder for the last two or 
three cultivations in any crop is 
that flaming, unlike plowing, does 
not disturb plant roots, cut feed 


PROPERTY OF THE 


SEATTLE PUBLIC LIBRAR\ 


roots, and thereby reduce yield. 
Yet, these flamings until lay-by 
time assure clean fields for harvest 
—highly desirable for either hand 
or machine harvesting. 

Another advantage of using the 
Sizz-Weeder for the control of 
weeds and grasses, especially in 
cotton production, is the pruning 
effect it has on the lower branches. 
The flame has a tendency to pre- 
vent the growth of the lower three 
or four branches on the plant. 
These are more or less vegetative 
and little if any fruit is produced 
on them. 

It has been found that a cleaner 
grade of cotton is harvested where 
flame has been used, due to the ab- 
sence of these vegetative branches 
which produce mostly leaf trash. 
The yield of cotton has'in no case 
been affected due to flame cultiva- 
tion. 





This Green’s Fuel 
float won first prize 
in the “Sara de Sota 
Pageant” at Sarasota, 
Fla., recently. This is 
the second successive 
year Green’s Fuel 
captured first honors. 
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How to Install and Service Gas Refrigerators | 


As Taught in Field Meetings 


By J. C. KELLNER, Jr. 


Service Manager, Household Refrigerator Division, 
Servel, Inc., Evansville, Indiana 


OR the past five years Servel, 

Inc., has been conducting an ex- 
tensive and intensive program of 
field service 
meetings to fa- 
miliarize LP- 
Gas men with 
the Servel re- 
frigerator and 
its installation 
and service re- 
quirements. 
This program 
utilizes the 
J1.7T. or “tell,” 
“show,” and 
“do,” method of 
instruction, 
which proved so successful at Ser- 
vel, Inc., and other plants involved 
in the production of war materials. 

This “in-the-field” training pro- 
gram has enabled Servel represen- 
tatives to quickly and clearly pre- 
sent to LP-Gas men the proper in- 
stallation and adjustment of Servel 
refrigerators. 

First the serviceman is_ told 
through a series of charts, then he 
is shown through the charts and 
gas controls, and then he does it 
himself, using operational kits sim- 
ulating the burner compartment of 
a Servel LP-Gas refrigerator. In 
this manner each man “gets the 





J. C. KELLNER, JR. 
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feel” of the proper adjustments, 
and “doing” enables him to retain 
this to a high degree. 

The whole program is based on 
the fact that it is essential for the 
LP-Gas man to satisfy three sim- 


_ ple metallation and service funda- 


mentals. These are: 


(1) Proper air circulation. 
(2) Refrigeration unit level. 
(3) Right burner flame. 


Applying these three fundamen- 
tals to the refrigerating unit it 
becomes understood that the right 
burner flame will enable proper va- 
porization of the refrigerant at the 
generator. The vaporized refrig- 
erant rises to the finned condenser 
where proper air circulation cools, 
and therefore condenses, the vapor- 
ized refrigerant to a liquid refrig- 
erant. This liquid refrigerant is 
then led by gravity from the finned 
condenser through the freezing 
unit where the liquid refrigerant 
absorbs heat and vaporizes, caus- 
ing a condition of cold. From the 
freezing unit the vaporized refrig- 
erant passes by gravity back to the 
generator where the refrigerant is 
again started on its cycle. This 
cycle is continuous and as long as 
the refrigerator is in operation re- 
frigerant passes through the unit, 
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Holly Self, who won first prize in Class 2 
of “Glamour” magazine’s “Private Lives” 
contest, in front of her new Servel refrig- 
erator—important appliance in the mod- 
ern, all-gas kitchen of her 4-room suite. 
Miss Self lives in Ninety-Six, S. C. 


depending on the amount of refrig- 
eration desired by the user. 


Proper Air Circulation 


The Servel refrigerator, correspond- 
ing to other household refrigerators, 
requires air to pass over the condens- 
ing area of the refrigerating unit so 
as to change refrigerant in a vapor- 
ous or gaseous state to a liquid. In 
the Servel refrigerator the air circu- 
lation is natural — not forced — and, 
therefore, certain clearances are rec- 
ommended corresponding to other au- 
tomatic refrigerators. If a cabinet or 
shelf extends completely over the re- 
frigerator, a 12” clearance is recom- 
mended over the top; however, this is 
materially reduced if the extension 
does not cover the entire top of the 
refrigerator. The rear of the refrig- 
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erator should be spaced a minimum 
of 2” from the wall. Built-in installa- 
tions should be made as recommended 
in the Servel service manual. 
Condenser and absorber fins should 
be free from obstructions and lint. 


Leveling 


As mentioned previously, the liquid 
and vaporized refrigerant in the re- 
frigeration unit flows to a major ex- 
tent by gravity, which necessitates 
the refrigerating unit to be level. The 
proper location for leveling is in the 
lower ice cube tray compartment of 
the freezing unit. Observing the thick- 
ness of ice cubes is a quick and con- 
venient method of checking the freez- 
ing unit. Shims of solid, hard material 
should be used under the legs if level- 
ing of the refrigerator is necessary. 


Right Burner Flame 

The first two fundamentals are usu- 
ally quite readily determined by ob- 
servation. However, the third funda- 
mental, the right burner flame, de- 
pends more on the knowledge and 
skill of the LP-Gas man. The first 
thing that must be determined is the 
right gas burner for LP-Gas. This is 
a burner having six ports in the burn- 
er cap, a small orifice spud and a sin- 
gle-slot turbulator. This is the only 
burner to be used with LP-gas. The 
use of any other type will result in 
service calls. 

In order for the flame to proper- 
ly heat the generator of the re- 
frigerating unit it is necessary that 
the generator and flue system be 
clean. Provision has been made on 
all refrigerators so the generator 
and flue system are readily acces- 
sible for cleaning. When the gener- 
ator and flue system are cold, the 
flame may not immediately enter 
the generator; however, it will do 
so after several minutes. Blowing 
gently on the flame until the nat- 
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Saving exclusive features! A range that is 
eva cole aoltiiiartelemcaicte especially for use of 
Butane or Propane. You'll be proud to sell 
the finest O’Keefe & Merritt ever built. 
Silj, 


fryin 2 


O'KEEFE & MERRITT CO. 


3700 East Olympic Blvd., Los Angeles 23, Calif. 
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ural draft effect draws the flame 
into the generator will shorten this 
period. 

The serviceman must select the 
right orifice spud for the refrig- 
erator involved. This selection is 
dependent on the “maximum heat 
input rating” of the refrigerating 
unit as specified on its model and 
serial number plate. Inasmuch as 
the heating value of LP-Gas usual- 
ly approximates 2500, 3000 or 3300 
Btu per cubic foot, a table is pro- 
vided in the Servel service manual 
for each of these gases which gives 
the orifice spud and pressures re- 
quired for both maximum and min- 
imum heat input for refrigerators. 

Maximum and minimum heat in- 
put should be measured at the orif- 
ice with a water filled manometer, 
or U-gauge, according to the spec- 
ifications given in the table. Max- 
imum heat input is adjusted at the 
burner or at the thermostat, de- 
pending upon the model of refrig- 
erator involved. Maximum heat in- 
put should always be adjusted with 
the thermostat valve in a wide open 
position and the minimum flame ad- 
justed with the thermostat valve 
closed. 

Another plan of this educational 
program is to familiarize LP-Gas 
men with the Servel service man- 
ual entitled, “How the Serviceman 
Can Get the Best Results From the 
Servel Gas Refrigerator Using 
Liquefied Petroleum Gas.” Every- 
thing necessary for the proper in- 
stallation and adjustment of the 
Servel refrigerator is presented in 
this manual in a clear, concise, and 
simple manner. 

This “in-the-field” training pro- 
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gram has been held in several hun- 
dred cities during the past five 
years, and has been attended by 
more than 3000 LP-Gas men who 
have indicated that this type of 
product training has been of great 
benefit and has resulted in a ma- 
terial decrease in service and great- 
er customer satisfaction. 


E. R. Millett Named Secretary 
CNGA as Geo. Tyler Resigns 


The appointment of E. R. Millett, 
Jr., to the office of secretary-treasurer 
of the California Natural Gasoline 
Association is an- 
nounced by M. W. 
Kibre, Associa- 
tion president. 
Mr. Millett takes 
over the office 
made vacant by 
the resignation _ 
of George L. 
Tyler, CNGA sec- 
retary - treasurer 
for the past nine* 
years. He is a 
graduate of Po- 
mona College and 
brings to CNGA 
a valuable background of experience 
in the petroleum industry and in or- 
ganizational work. 

Mr. Tyler joined the petroleum 
chemical division of E. I. DuPont de 
Nemours & Co., Inc. He will be as- 
signed to the Los Angeles district 
after a short period in the company’s 
Wilmington office. 

Mr. Millett is a veteran of World 
War II, having served with the Army 
in Japan and Korea. He was honor- 
ably discharged from the service as 
a captain in December, 1946. 

For 10 years prior to the war he 
was in business as a consulting pe- 
troleum engineer. 





E. R. MILLETT, JR. 
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Build A Mew Jas Load 
with Wlutual torcnes 





No. 4 BLOW TORCH (above) is rec- 
ommended for use with streamline pipe 
work, light brazing, lead burning, wire 
soldering and other light jobs. Heat is 
concentrated at point where needed. 


Weighs only 34 |b. 


No. 5 BLOW TORCH (right) was de- 
signed for pre-heating work. It is excel- 
lent for craftsmen who have close heat- 
ing jobs to do. Torch is recommended 
for pre-heating compound filled joints, 
line shaft and pulleys and heavy welded 
jobs. Weight | pound. 


Patent No. 2326630 


No. 8 PAINT BURNER and SCRAPER 
is a combined hand torch and. paint 
scraper. It will burn and remove more 
paint per man hour than any other paint 
burner on the market. Only one hand is 
needed to burn and scrape. It can be 
used for removing linoleum, laying as- 
phalt tile, etc. Any desired flame can 
be had by regulating flow at needle 
valve. Weight, I'/2 Ibs. Length, 16 in. 
Width of blade, 3 in. 


a 


The Mutual line of torches has been 
designed to fit the definite needs of 
mechanics and tradesmen who daily 


use this type of equipment. Increase 
your gas load — profit from equip- 


ment sales — by selling this modern 


line of torches. Write for Complete 














( 


VY 


Bulletin. 


Nos. I! and 21 cylinders are available 
for use with Mutual equipment. Made 
for propane. All cylinders are equipped 
with relief, vapor, filler and 10% valves. 


LIQUID GAS EQUIPMENT CO.,Inc. 


3600 WEST IMPERIAL HIGHWAY, INGLEWOOD, CALIF. 
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@ Here is a Weatherhead LP-Gas Assembly Unit for supplying 
gas service to appliances. The manual throw-over gives instant 
access to the reserve supply with a simple twist of the wrist. Turn- 
ing the handle opens the line from the cylinder or bank of cylinders 
toward which the handle points, at the same time closing the other 
side of the system. 

This Assembly Unit (catalog No. 854) consists of: 

Manifold, Regulator, Two Pigtails, POL Wrench and Chain 
~all standard parts from the complete line of Weatherhead 
LP-Gas equipment...conveniently packaged in an individual carton. 
Write today for your copy of the Weatherhead LP-Gas catalog. 


Look Abead with Weatherhead 
THE WEATHERHEAD COMPANY «+ CLEVELAND 8, OHIO 0 


CLEVELAND + NEW YORK + DETROIT - CHICAGO «+ ST. LOUIS + ATLANTA + DENVER + LOS ANGELES 
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QUIZ 


Space Heating—Number 2 





e This department is a monthly feature to stimulate 
thought and to give operators basic industry facts. 
Clip out for your notebook or file in a standard, 3-ring, 
loose-leaf binder. Sources of information: The Bottled 
Gas Manual, Handbook Butane-Propane Gases. 


Questions Answers 


What is known as a “degree 
day” in figuring space heat- 
ing requirements? 


What is a “degree day”? 


3 


On a day that had an aver- 
age temperature of 40°, how 
many degree days would be 
counted? 

4 


Where can information be ob- 
tained as to the number of 
degree days in any particu- 
lar location? 


5 


How is the degree day used 
in computing heating require- 
ments? 





A “degree day” is a unit used to 
measure the heat requirements. 


It is simply the difference between the 
average daily temperature and the fig- 
ure 65 when the temperature is less 
than 65°F. ; 


A day with an- average of 40°F. would 
be counted as 25 degree days. 


This data is available from the statist- 
ics of the weather departments. 


Tests recorded by the American Gas 
Association on actual heat losses in a 
large number of houses have been cor- 
related and the fuel used in terms of 
degree days is tabulated in the “Hand- 
book Butane-Propane Gases” and esti- 
mates of heating load can be made from 
this data. 
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6 


What does “Sq. Ft. C. I. S. 
R.” mean? 


7 


What does 1 sq. ft. of C. I. 
S. R. represent in heat units? 


How can this unit be of help 
to the LP-Gas dealer? 


9 


What other method of ap- 
proximating heat load is oft- 
en used? 


10 


Why is it always better, to 
install an oversized heater 
rather than one just large 
enough to take care of the 
theoretical requirements? 





“Sq. Ft. C. I. S. R.” is square feet of 
cast iron steam radiation surface and 
is used by the heating and ventilating 
industry as a unit to measure heat re-- 
quirements. 


1 sq. ft. of C. I. S. R. represents 240 
Btu per hour of heat loss in a house 
with inside temperatures at 70°F. and 
outside 0°F. 


When the square feet of steam radia- 
tion surface is known or specified, the 
fuel consumption can be estimated by 
reference to the degree days in the par- 
ticular location and the tables in the 
Handbook. 


The heat requirements can be estimat- 
ed from the cubic contents of the house 
and tables in the Handbook give esti- 
mated heater sizes required by various 
types of construction and outside tem- 
peratures. 


The extra cost of an oversize gas heat- 
ing system is usually small and the 
advantage of having quick heat available 
at no extra fuel cost is an advantage 
not possible with many types of heating 
systems. 





SUBJECTS TO BE COVERED IN FORTHCOMING ISSUES: 


@ Space Heating 
@ Tools for Your Kit. 
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Here are two other great Rheem gas heating appliances. 
The handy gas wall heater brings quick, radiant heat to 
bathrooms and other small rooms. The Rhéem gas con- 
sole heater is the easy answer to heating spare rooms, 

rkshops of cellar play Both A.G.A. approved. 
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Now, You Can Sell 


ALL THREE 


Floor Furnace Markets 


RH EEM ..- making houses into homes 


With Rheem, you'll have. an 
A.G.A. approved floor furnace to fit any heating job... 
any Customer’s needs. This means more quick sales ... 
more satisfied customers... and more profits for you. 
So get this Rheem line of gas 
heating appliances into your store right away, and then 
watch your volumd go up and up. Call your plumbing 
and heating jobber ... TODAY. For full information, 
write Rheem, 570 Lexington Ave., New York 22, N. Y. 
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BLUEPRINT for ‘47 


will be of vital interest to you and every LP-Gas distributor and dealer who 

is engaged in the business for the benefit of its “long pull" possibilities. 
If you have not received the literature descriptive of this FOUR-WAY pro- 
gram for building your business on a BALANCED YEAR' ROUND LOAD 
BASIS, Write Now—Better Still, WIRE for full particulars—IT IS YOURS, 


with no strings attached. 


Branches—Sapulpa 
and Enid, Okla. 
Atlanta, Ga. 


TEXAS DIVISION — 4605 MONTROSE BLVD. — HOUSTON 
BUTANE-PROPANE News 


Atco Bldg. 
Tulsa, Okla. 
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Fabricators May Be Members 
Of “exas Dealers Association 


As the result of a meeting held in 
Dallas recently, the organization of a 
fabricators’ or manufacturers’ section 
within the Texas Butane Dealers As- 
sociation was accomplished. A much 
closer unit is now prevalent between 
the dealers and the fabricators, as a 
result of this move. 

Invitations for the above meeting 
were mailed to all concerned and ap- 
proximately 20 fabricating firms were 
at the meeting. Their decision to en- 
ter into a working agreement with the 
Association was unanimous. 


Half-Ton of Fried Spuds 
Lures Crowd to Exhibit 


Continuous demonstrations of low 
temperature roasting and top burner 
cooking helped attract crowds to the 
exhibit of the Natural Gas & Appli- 





ance Co. at the Central Florida Ex- 
position last month in Orlando, Fla., 
according to E. Reed Whittle, com- 
pany president. 

This is an annual affair but Mr. 
Whittle’s company’s display was more 
pretentious than it was last year. It 
occupied a space 25 feet longer and 
contained one-third more appliances. 

This type of advertising has demon- 
strated its value, Mr. Whittle states, 
but he says one secret of. successful 
merchandising at fairs is to have one’s 
booth fully. manned at all times so no 
prospect will fail to learn of the mer- 
its of LP-Gas and appliances. 

More than 100,000 attended the Or- 
lando fair this year. 


LPGA Establishes West Coast 
Office in Oakland, Calif. 
A West Coast office for the South 


Pacific section of the Liquefied Petro- 
leum Gas Association was voted at 





A continuous. roasting demonstration for six days was carried on in this Natural Gas 
and Appliance Co. exhibit at the Central Florida Exposition recently. 
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the March 11 meeting of the board 
of directors of the national LPGA. 

An appropriation was made to cover 
the salary for a secretary and stenog- 
rapher and office expenses. 

Don McNary, who has been actively 
engaged in the 1946-47 drive for new 
members in the West, will act as sec- 
retary. His assistant will be Jean Cor- 
liss and the office will be located at 
3743 Alameda Ave., Oakland 1. The 
overall direction of the activities of 
this West Coast office will still be 
vested in Tallent H. Ransome, direc- 
tor of the South Pacific section, and 
L. V. Rothrock, director of the North 
Pacific section. 

The establishment of a West Coast 
branch office is the result of demands 
of long standing made by members in 
Western states for a closer coopera- 
tion between members there and the 
national association. 


Oklahomans Set Sept. 8-10 
For Convention, Trade Show 


Plans for a 
bigger and bet- 
ter Southwestern 
LP -Gas Conven- 
tion and Appli- 
ance Show are 
going forward at 
Oklahoma _ City. 
The dates as- 
signed are Sept. 
8-10. 

The convention 
and appliance 
show will run 
concurrently in air-conditioned rooms 
to be furnished by the Skirvin Hotel. 

Arrangements are being made by 
Francis J. Borelli, president, and Fred 
L. Yates, executive secretary, of the 
Oklahoma Liquefied Petroleum Gas 
Association, which is holding both 
events. 


F. J. BORELLI 
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Northwest Dealers To Meet 
In Portland, Ore., May 3 


Liquefied petroleum gas dealers of 
the Northwest states are meeting on 
May 3 at an LP-Gas convention ar- 
ranged by the 
West Coast Office 
of the Liquefied 
Petroleum Gas 
Association. The 
meeting place is 
the Multnomah 
hotel in Portland, 
Oregon. 

Don McNary, 
newly appointed 
West Coast secre- 
tary of the LPGA, 
has arranged for 
a diversified pro- 
gram covering 
many subjects of current interest to 
dealers including talks on codes and 
ordinances, insurance and bank financ- 
ing of dealer accounts. 

Dealers and distributors of fuel, 
appliances and equipment from Ore- 
gon, Washington, Idaho and Utah 
have been specially invited to attend 
this meeting, but many California 
dealers have planned to be in attend- 
ance also. 


DON McNARY 


Elkins Butane Incorporates 
After 7 Years in Business 


Although incorporated March 1, 
1947, with $75,000 authorized capital 
stock, the Elkins Butane Co., Wheat- 
on, Mo., started in business in 1939. | 

The company serves 800 customers 
from 66,000 gallons of storage located 
at Wheaton and Neosho. These users 
are located in five counties in the 
southwestern part of Missouri. 

According to recent word from this 
company, their success so far is at- 
tributed to their policy of selling the 
best merchandise obtainable at all 
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A cup of coffee from a 
Water Heater 7 


From this water heater, why not? 
Its tank—mirror-smooth and spar- 
kling blue glass-fused-to-steel — 
is sanitary as a glass coffee-maker. 
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SMiTHway Water Heaters* 


Fresh coffee bas been served from a 
Permaglas Water Heater just to dem- 
onstrate how it supplies clean hot 
water ... “packaged-in-glass” . . . 
pure as the source itself. 


No matter what kind of: water 
goes into it, the Permaglas tank 
CANNOTrust or corrode. It putsan 
end to tank rust that ruins clean 
laundry, corrosion dirt that dis- 
colors the bath. 


THERE'S ONLY ONE PERMAGLAS" _ 4 Great ain TO SALES 
Rust-free service, modern design, convenient features, and 


dependable, trouble-free service give the Permaglas Water 
Heater the most convincing sales story in the appliance 
business. 


Ask the nearest. A. O. Smith office for ““The Inside Story of 
Permaglas” —now. 


Heated with Gas...Stored in Glass! 


y AO. Smuta 


2 
Corporgdgttiton 
NEW YORK 17 © ATLANTA 3 © CHICAGO 4 * HOUSTON 2 ° SEATTLE 1 "Other fomaus 'SMMTHwey models: Ourecied and 

LOS ANGELES 14 © INTERNATIONAL DIVISION: MILWAUKEE 1 Milwaukee —zinc-lined for economy 
LICENSEE. IN CANADA: JOHN INGLIS CO., LIMITED 
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The Wheaton, Mo., office of Elkins Butane Co., Inc. 


times and giving their customers de- 
pendable service. 

Officers of the company are: A. E. 
Elkins, president; Montie Elkins, vice 
president, and Q. L. Elkins, secretary 
and treasurer. 


Kansas LP-Gas Association 
Divides State Into Districts 


At the April 9 meeting of the Kan- 
sas LP-Gas Association, held in Wich- 
ita, the state was divided into six dis- 
tricts for the purpose of bringing as- 
sociation helps to the dealers in their 
own localities. 

President Si Darling appointed the 
following chairmen: 





Additional Director of 
Chairman Member District 
District 1. (Northeast) 
C. B. Ray Lee Laptad H. R. Seacat 


District 2. (Southeast) 
E. Sauder Robert Brighton F. N. Havens 
District 3. (South Central) 
Carl Deatz R. H. Miller E.H. Worden 
District 4. (North Central) 
G. M. McClellan T. J. Knowles E. Wissing 
District 5. (Northwest) 
Glenn Humburg J. V. Pratt 
Weldon Quenzer 
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District 6. (Southwest) 
Charles White Cecil Cave Si G. Darling 
The two appointed members, plus 
the director within the district, will 
serve as a committee to arrange meet- 
ings and carry on the campaign for 
larger consumer storage tanks. 


Do You Want Your Name 
In 1947 Bulk Plant Directory? 


The second edition of the LP- 
Gas Bulk Plant Directory, pub- 
lished by BUTANE-PROPANE News, 
is being compiled for publication. 

Do you own a bulk plant? 

You can be listed, free of charge, 
in the 1947 directory. Unless we 
have information concerning your 
plant, it cannot be included. 

It is important that the names 
and capacities of all bulk plants in 
the United States be printed in 
this new book so dealers will know 
the nearest sources of supply to 
their offices and so an accurate 
estimate of the industry’s magni- 
tude can be had. 

There is a_ specially printed 
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Me Namat 


A WELL KNOWN NAME TO THELP-GAS INDUSTRY 
Q Name that Stands for Quality 


STORAGE 


ALL SIZES 








Tuts, OKLAHOMA: 


AUTOMATIC WELDING USED ENTIRELY 


At McNomar, Avtomatic Welding assures uniform heat and 
proper penetration throughout the entire welding procedure. 
McNamor Systems are produced faster and more efficiently. 







x 


VESSELS _ 





ae 
Sy ‘Informafion 


The McNomor Liquid Line Head hos been designed, manv- 
factured ond tested to 









d high p . reduce 
costs, and to provide a safe methed for filling and evocu- 
= Butane and Propone _— and Gases. 








WL Namat Boils and Tank Ea 
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L-P GAS 
CONVERSION 
BURNER 


CoNSOLID 





106 





ATED INDUSTRIES, 





Certified 


Testing 
Laboratories 


SETTING 
NEW RECORDS 
FOR BURNING EFFICIENCY 


@ Every test to date on this new Consolidated burner 
has shown unusual efficiency ratings. Every installa- 
tion to date has been an unqualified success. And these 
burners are flowing off the line in Consolidated’s new 
and highly modern plant at a rate that makes imme- 
diate deliveries possible. 

Here is another product of Consolidated’s brilliant ‘ 
engineering staff — a product of design and manu- 
facture by an executive group each with ten to twen- 
ty years’ experience in the automatic heating indus- 
try. It is another example of what can be done when 
sound planning is backed by every advancement in 
modern tooling and modern plant layout. 

Every part of every model in the Consolidated Gas 
Burner line has been developed with these objectives 
in mind: compactness of design, maximum ease of in- 
stallation, freedom from service worries, top burning 
efficiency. 

We are interested in hearing from dealers and dis- 
tributors who can market a line of year ‘round profit- 
makers in automatic heating and low temperature 
freezing for home and industry. We have an unusual 
set-up to offer. A wire, phone-call or letter will get 
immediate attention. 
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Temperature Freezing Products for Home end industry. 
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form for you to fill out if you have 
a bulk plant. It will be mailed 
upon request if you have not al- 
ready filled in one. 

Don’t miss being listed in this 
authoritative bulk plant guide 
book. It will bring you new busi- 
ness and aid the industry. 

Address BUTANE-PROPANE News, 
1709 W. 8th St., Los Angeles 14. 


1500 Mile Airflown Shipment 
Marks Freight-by-Air Era 


While emergency shipments of vi- 
tally needed equipment or light mer- 
chandise are often flown by air, it 
marks a new day in freight, transport 
when a full plane load of heavy water 
heaters and heating equipment is 
flown to replenish a jobber’s stock. 

Early last month, a Douglas DC-3 
of the Lone Star Air Cargo Lines took 
to the air at Monrovia, Calif., airport 
loaded with nearly four tons of Day 
& Night water heaters and Panelray 
wall heaters, headed for Dallas, 
Texas. 

Early the following morning these 
appliances were unloaded at Dallas 
by Southland Supply Co., the local 
Day & Night distributor. 


Safety Council Publishes 
Accident Prevention Manual 


After two and a half years of re- 
search and preparation, the National 
Safety Council has published its new 
“Accident Prevention Manual for In- 
dustrial Operations,” which the Coun- 
cil believes is the most comprehensive 
treatment of the fundamentals of 
safety available in one volume. 

The 14 major subjects covered are 
plant design and layout, construction 
and demolition, permanent equipment 
and facilities, guarding and operating 
machinery, materials handling and 
storage, electrical hazards, chemical 
hazards, fire and explosion hazards, 
flammable liquids, hand and portable 
power tools, commercial vehicle opera- 
tion, personal protective equipment, 
industrial hygiene, and safety organi- 
zations and programs. 

The manual is available to both 
members and nonmembers of the 
Council. Further information may be 
obtained by writing the National Safe- 
ty Council, 20 North Wacker Drive, 
Chicago 6. 





Full plane load of water heaters flies from Day and Night plant in Monrovia, Calif., 
to Dallas, Texas. 
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National 
300-gallon sphere 


Butane-Propane Tanks 


Bilt 
by National i 


Bese the war, National Tube Company produced hun- 
dreds of thousands of pressure vessels of all kinds built to 
the most exacting specifications. This experience has been in- 
valuable in designing and building better tanks for the LP National 500-gallon tank 
gas industry. 

Today, one of our most modern plants is producing LP gas 
tanks of the latest design to help meet the demands of this fast 
growing business. 

Large tanks are best—NAaTIONAL makes a 300-gallon sphere, 
and the 500-gallon and 1000-gallon cylindrical tanks with hemi- 
spherical ends, All are 51 inches in diameter. 

Finest quality steel used—The U-S:-S trade-mark is your best 
guide to finest quality steel which meets all the requirements as 
specified by the American Society for Testing Materials A-70-44 
flange quality specifications. 








National 1000-gallon tank 


Completely equipped, ready to install—All fittings, including SPECIFICATIONS — All National LP 
the regulator, are attached. Tanks are air tested at the proper Tanks are made for 200-pound work- 
pressure after fittings are attached to assure their tightness. be er Sg ee won te 

Good looks are important—All Nationa LP tanks are de- csgdhamiete Gk LAt. an 
signed to look good on the home lot and are finished with a for unfired pressure vessels for 200 
protective primer coat to help maintain this appearance. om ipertaonl age poe: 

Write for complete information to National Tube Company, devidtiee taheniaiia, ‘tos, oa 
Frick Building, Pittsburgh, Pa. will bear their label. 


NATIONAL TUBE COMPANY 
PITTSBURGH, PA. 


Columbia Steel Company, San Francisco, 
Pacific Coast Distributors 
United States Steel Export Company, New York 
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NEW PRODUCTS 


Hand Weed Burner 


Mutual Liquid Gas Equipment Co., 
Inc., 3600 W. Imperial Highway, 
Inglewood, Calif. 


Model: 2A — Manually operated 
weed burner. 


Application: This -~-hand operated 
LP-Gas weed burner is for use as a 
flame cultivator in truck gardens, 
flower gardens or where small hand- 
operated equipment is necessary be- 
cause of limited space. 

It is light, small, easy to handle; 
can be used in space 8 in. wide. Flame 
can be controlled by valve at end of 
tube; can be varied 6 in. to 16 in. in 
length. Flame is flattened out so it 
can get close to ground without harm- 
ing plants. 

Burner is approximately 3 in. above 
surface. Runner is so constructed that 
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burner will follow contour of ground. 

Primary air can be taken in at 
handle, and secondary air at burner to 
insure complete combustion under all 
conditions. Will not blow out in wind. 

Weight: approximately 10 lbs. Over- 
all length of tube, 60 in.; burner, 12 in. 


Diaphragm Control Valves 


Hammell-Dahl Co., 243 Richmond 
St., Providence 3, R. I. 


Model: 3000 B Series. 


Application: Designed for any size 
or type Hammell-Dahl Flotested 
control valve for a working pressure 
of 500 psi at any temperature between 
minus 70°F. and plus 750°F. 

Description: Claiming the elimina- 
tion of stuffing boxes in this series 
of packless diaphragm control valves, 
the company has produced a packless 
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bellows sealed construction, assuring 
a leakproof control valve and simpli- 
fying the control of many difficult 
and dangerous processes. 

The bellows is housed in a unit 
assembly and replaces the’ conven- 
tional valve bonnet. It is available in 
two-ply Type 347 stainless steel as 
standard. It may be mounted on any 
size screw end valve from %” to 144” 
and flanged end valve from 1%” to 
12". 


Gas Burners 


Anchor Burner Co., 420 E. Grand, 
Oklahoma City, Okla. 

Description: Anchor -burner heads 
have been designed for easy adjust- 
ment to burn natural, butane, propane 
or manufactured gas. They have two 











air port openings which allow air to 
pass through, keeping the burner 
heads cool at all times, to insure de- 
pendable long life. 

All butane and propane burners 
are designed for 11 in. water column 
pressure or 6% ounces, unless other- 
wise specified. They are adapted for 
use with large and small boilers, 
stock tanks, hot water tanks, central 
heating plants, cooking vats, stoves, 
floor furnaces, etc. 

Butane burners come in single units 
with hourly Btu input of 8215 and 
up, according to the number of bur- 
ners assembled. A propane burner as- 
sembly put out by the company has an 
hourly Btu input of 45,000. 

The company also manufactures 
floor furnaces for use with air cooled 
Anchor burner heads. 

Adjustment from LP-Gas to natural 
gas, or vice versa, is made by re- 
placement of small orifice section un- 
cer the burner. 


Gas Controller 


Minneapolis - Honeywell Regulator 
Co., Minneapolis. 

Model: V482 and V882. 

Application: A new control for do- 
mestic gas burners, combining a sole- 
noid gas valve and diaphragm regu- 
lator as one compact unit, has been 
developed which will simplify assem- 
bly work for manufacturers, eliminat- 
ing the present practice of buying 
separate valves and regulators and as- 
sembling them as one unit. 

Description: The new instrument 
will contain. a magnetic gas valve 
with a weight and spring-loaded com- 
bination regulator, according to the 
manufacturer. Although the new de- 
vice is not scheduled for production 
until late in 1947, it has been test- 
proven to offer many new advantages. 

Built for maximum functional effi- 
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Mr. Appliance Merchandiser 








ALERT YOUNG MAN with 
sure fire sales appeal 
would like position with 
aggressive Appliance Dept. 










U.S.A. 


Dear Sir: 


We heartily recommend this full 
round Magic Chef figure for a place 
in your store. He stands 28” high, is 
lifelike in color and form. This 
figure points to a sales message on 
an 84% x 11 card which fits in his 
right hand. Three cards come with 
the figure and @ach has a message 
which suits your retail needs. He 
can also be used to hold a message 
of your choosing, calling attention 
to merchandise in your window or 
other departments of your store. 


— rn 
Very truly yours, F OR : EAS | E R 








* 









MAGIC CHEF / BETTER COOKING \ 


FULL ROUND PLASTIC FIGURE 
28” HIGH « ORDER BY NO. L-925 








ciency and accuracy, it will be avail- 
able in % and % in. sizes, and will 
carry a pressure rating of 8 ounces 
per sq. in. 

The new combination control, de- 
signed of light-weight materials, will 
be adaptable for use with butane, 
propane, sulphur gases and natural 
gases. 


Gas Range 


Grand Home Appliance Co., 2323 
East 67th St., Cleveland 4, Ohio. 

Model: 747. 

Description: For use with city or 
LP-Gases, a new 40 in., full porcelain 
range was announced recently. It is 
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equipped with two ovens, one a large 
bake oven and the other a “Charcol- 
ator” broiler or meat oven, provided 
with a three-click setting broiler 
valve. 

The two giant speed top front burn- 
ers and the two high efficiency simmer 
burners are all guaranteed for the 
life of the range, as is the porcelain 
enamel removable oven bottom. Two 
drawers at the bottom of the range 
offer plenty of storage space and the 
one-piece top and mantel back offer 
a surface free of dirt collecting cracks 
and crevices. 

The exclusive “Safe-Tee-Kee” shuts 
off the flow of gas to all burners, ex- 
cept the pilots, and thus eliminates 
the hazard of the gas being turned on 
accidentally when range is not in use. 





Utility Heater 


Griffin Manufacturing Co., Dallas, 
Texas. 

Application: The heater may be ad- 
justed for heating a room, cooking, 
boiling purposes or any general util- 
ity job and can be attached to any 
fuel line. The grid for cooking and 
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ADVICE ON 
THE LATEST 
EQUIPMENT DESIGN 

CAN HELP INCREASE 
YOUR PROFITS 










PHILLIPS PETROLEUM COMPANY 
PHILGAS DIVISION BARTLESVILLE, OKLA. 


DISTRICT OFFICES IN NEW YORK, CHICAGO, PHILADELPHIA, DETROIT, ST. LOUIS, 
MILWAUKEE, KANSAS CITY, ATLANTA, SHREVEPORT, DENVER, AMARILLO, HIBBING 


THE WORLD'S LARGEST MARKETER OF LIQUEFIED PETROLEUM GAS 


as 
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the heating jacket are easily con- 
nected. 

Description: The heater, of 14-16 
gauge steel, has an ample Btu input 
to handle a big job despite its 12 in. 
by 12 in. size. 





High Pressure Gas Mixer 


Bryant Heater Co., Industrial Divi- 
sion, Cleveland, Ohio. 


Model: “Hijector.” 


Description: A new venturi mixer, 
incorporating greatly improved me- 
chanical design features, uses gas un- 
der pressure up to 35 pounds to en- 
train all the air needed for combus- 
tion and to deliver the mixture to 
burners at the highest possible pres- 
sure. 

Overall length of the unit is sub- 
stantially reduced over conventional 
designs by rearrangement of the ele- 
ments for ease of servicing. By re- 
versing the usual operation of the air 
shutter and locating it on the body, 
the orifice spud is accessible for re- 
moval without disconnecting any pip- 
ing. Also, though backed entirely out 
of the way, the shutter cannot be dis- 
associated from the mixer and become 
lost. Air entrainment noise is reduced, 
while the orifice and air entrainment 
areas are readily accessible for inspec- 
tion and cleaning. 

Available in pipe sizes from % in. 
to 4 in., the “Hijector” is suitable for 
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use with all types of gases, including 
butane and propane. 

“Hijector” specifications and capac- 
ity tables for gases ranging from 
500 to 2500 Btu are included in Data 
Sheet 5B-1 and are available on re- 
quect to the company. 


Water Softener 


A new opportunity for dealers to 
augment their incomes is offered deal- 
ers by the Zeosoft Corp., 926 S. Fair- 
field, Chicago. It is a water softener 
service for customers. 

Service charges to users run from 
$2 to $5 per month, depending on the 
community and number of servicings. 
The operators’ only outlay for regen- 
eration is about 12 cents’ worth of 
ordinary, quick dissolving salt per 
tank. 

The entire regeneration equipment 
necessary for the first 100 tanks costs 
less than $50. The tanks, themselves, 
list at $28 ready to install, with min- 
erals complete. Exclusive territories 
are offered LP-Gas dealers through- 
out the country. 


French Natural Gasoline Plant 
Will Make Butane and Propane 


The Hudson Engineering Co. has 
contracted for the design and pro- 
curement of material and equipment 
for a $2 million natural gasoline plant 
to be constructed at the St. Marcet 
gas condensate pool in southwestern 
France. 

The plant will process 60 million 
cu. ft. per day to extract propane, 
butane, motor fuel, naphtha and kero- 
sene. Gas will be piped to Toulouse 
and to Pau and Tarbes. 

These facilities will open up an ad- 
ditional European supply of LP-Gas, 
used extensively for domestic needs 
in France before the war. 


BUTANE-PROPANE News 

















ing 







ac- 


“WELBILT RANGES 


om 

ata 

7 ARE SERVICE-FREE 
and out-perform many of 

bs the higher priced ranges 

ir- available today.” 

er 

m 

i From a letter received from G. 

W. Ryan,. President of R. R. 

S. Ryan, Inc., Kansas City, Mo., 

n- prominent L.P.G. distributor 

of who has sold thousands of W el- 


bilt Gas Ranges. 


es” 


Welbilt Gas Ranges are tops 
with leading L.P.G. distributors 
because they require minimum 
servicing and maintain efficient 
performance year in and year 
out. 

Welbilt’s high product stand- 
ards help dealers build pros- 
pects faster on their L. P. G. 


and profla/ systems. 
vone WeIDIt RAMGeS wis ve ocvivern soonen: 
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Build Your Summer Load 
On Engine Fuel 


NE of the important problems 

the liquefied petroleum gas 
dealer must consider today is the 
“balancing” of his fuel load. The 
differential between the sales of 
gas during the winter months, and 
the amount sold in summer is, in 
many cases, startling. There is usu- 
ally only one reason for this situ- 
ation—dealers place too much em- 
phasis on one type of installation, 
usually domestic. 

One of the best ways of increas- 
ing the sale of gas during summer 
months is the promotion of “pow- 
er” installations. This may include 


By PAUL LADY 


é 


the conversion of engines used on 
trucks, tractors or road equipment, 
or it may mean conversions on sta- 
tionary engines used for irrigation, 
power generation, oil well drilling 
or other standard uses. 

Many butane-propane dealers 
have recognized the valuable con- 
tribution that “power” installations 
can make to the economic stability 
of their business and have started 
the promotion of power conver- 
sions in their districts. Their suc- 





The Lubbock office of the Baker-Fleming Co. 
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HERE IS YOUR ANSWER 
MR. DEALER OF: 


LPG FUEL 
TRACTORS 
ENGINES 
OIL FIELD EQUIPMENT 


THE TREND IS DEFINITELY to Li- 
quefied Petroleum Gas, and to the Model M Converter 
compact, greatly improved design, Weight: 4% lbs. Diameter: 6 
CENTURY Converters and Carbu- in. Working parts easily ac- 
retors for Butane (or Propane), and cessible. High pressure valve 
Combination Butane-Gasoline: also removable from outside of case. 
Natural Gas. Capacity up to 200 H.P. 
eee 

For Power, Economy and Easy to 
Maintain, try CENTURY. 


Truck Owners say CENTURY is 
practically trouble-free. See for your- 
self. 





Engine Carburetion is the. answer 
to the Fuel Dealers summer load 
problem. 
ee @e 

20 Years experience in manufactur- 
ing Butane Conversion equipment, 
besides the large increase in CEN- 
TURY Dealers, is YOUR GUARAN- a 
TEE of THE BEST in this field. 


CENTURY GAS EQUIPMENT CO. 


11188 Long Beach Blvd. Lynwood, Calif. 





Straight Butane or 
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This 1000-gal. tank, located in an open Texas field, supplies liquefied petroleum gas for an 


irrigation pumping engine. 


A %-inch liquid line is laid 900 feet across the field to the pump 


house, seen in the distance. 


cess has usually been measured by 
the amount of .interest they have 
shown. 

One organization that has made 
an outstanding success of power 
installations is the Baker-Fleming 
Flash-O-Gas Co., with headquar- 
ters in Plainview, Texas. This com- 
pany is one of the largest in the 
Southwest, with plants in Lubbock 
and other nearby Texas ‘“Panhan- 
dle” towns. 

Their first plant was located in 
Lockney, in 1936. Four years ago 
they made Plainview their head- 
quarters where they have a mod- 
ern bulk station plant. Other bulk 
stations are located in Lubbock, 
Morton, Muleshoe and Tahoka. 

Viewing the “power” activities 
through the eyes of Robin Baker, 
who supervises the company’s busi- 


ness from the Plainview headquar- 
ters, the Baker-Fleming organiza- 
tion plans to make carburetion a 
big factor in its business. 

They have, in fact, already done 
this. At the new plant in Plain- 
view, is a large, modernly equipped 
shop, built especially for power 
conversion work. Four mechanics 
are employed and a large percent- 
age of their time is spent on the 
conversion of stationary engines, 
trucks and tractors. 

Much emphasis has been placed 
on the conversion of stationary ir- 
rigation engines by this organiza- 
tion because of its importance in 
this area. There are approximately 
5000 irrigation wells in the West 
Texas area, according to Mr. Baker. 
He estimates that around 1500 to 
2000 of these are running on LP- 
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More Power 


for Less Cost 
on 


FARM TRACTORS 





Algas conversions for internal com- = ; a ae 
Saat " ery ay” Photos above and below show typical 
ustion engines are ideal tor tarm installation of Algas butane propane 


tractors as well as for trucks and equipment on a Farmall M & H Tractor. 
stationary engines. For power, de- : 
pendable performance and saving 
in fuel, install the Algas converter 
and carburetor. 





Write for complete descriptive 
literature 


1109 South Santa Fe Avenue 
Los Angeles, California 





Right: Left: 
Algas converter Multijet mixer 
Model 1500 Model H-1!400 





AMERICAN 
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Fleet of delivery trucks and transports owned by the Baker-Fleming Flash-O-Gas Co. 


Gas. The others operate on natural 
gas, gasoline, diesel and electricity. 
The trend among the farmers 
in this region is to the use of bu- 
tane and propane for pumping, 
Mr. Baker states. And he thinks 
that the fuel load for pumping will 
be greatly increased in 1947 over 
.- 1946. There was a very large in- 
crease in 1946 over 1945, due to 
a great extent because tanks, car- 
buretors and equipment were more 
available than in 1943-44, 

The reasons for this swing to 
LP-Gas are many: The farmers are 
sold on butane and propane as a 
fuel for power. The price is com- 
paratively low. Repair on their en- 
gines is negligible. Life of the 
motor is increased. Oil costs are 
lowered. LP-Gas cannot be pilfered 
and used in cars by thieves. 

In comparing price with other 
fuels now being used in competi- 
tion in this area, Mr. Baker makes 
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this estimate: To operate the av- 
erage irrigation motor on natural 
gas in this area, it costs approxi- 
mately 20 cents; butane, 40 cents; 
gasoline, 55 cents; electricity, 55 
cents per hour. 

The sales plan worked out by 
this company is extensive and at- 
tempts to visualize the needs of 
their customers over a long period 
and to plan for them accordingly. 
For many years the sales program 
has emphasized the importance of 
buying a large storage tank. This 
makes possible a cheaper fuel price 
for the customer and availability 
for all uses and fewer deliveries 
for the dealer. One thousand gal- 
lon tanks are installed whenever 
possible for domestic use. These 
are filled in the summer when 
trucks are not busy otherwise and 
when gas is plentiful, then prac- 
tically forgotten in winter. 

One illustrated in this article is 
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Most service Life 


WITH THE 


Least serwice cost 


The ONLY Filter so effective that 
it will trap and remove all gums 
and particles as small as one ten- 
thousandth of an inch. 


* Lower operating costs. * Lower maintenance costs. 
* Shorter overhaul time. * Less revenue loss from idle equipment. 
* Works equally well on any make of carburetion equipment. 


The micronic Butane-Propane Filter 


For Automotive, Industrial and Domestic Installations 


SPECIFICATIONS 


Element 


Replaceable type 

Filtering Area—600 sq. in. 

Liquid Flow Capacity—60 gals. per hr. 
Gas Flow Capacity—2000 cu. ft. per hr. 


Case 


Working Pressure—300 P.S.I. 

Test Pressure—500 P.S.I. 

Capacity (excl. element)—80 cu. in. 

Size—5 in. dia. x 8 in. high 

For YOUR lower operating and maintenance costs 
in actual dollar savings, get facts now from: 


— to INCREASE your operating ECONOMY 
MANUFACTURED BY 


POWERESEARCH corporation 


2929 Gage Avenue - - - HUNTINGTON PARK, CALIFORNIA 
“Research In the Field of Power’ 
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located on a farm several miles out 
of Plainview. The house has been 
piped and the irrigation well 
equipped with an engine to oper- 
ate on LP-Gas. 

The tank is located between the 
house and pumping shed—200 ft. 
from house, 900 ft. from shed. A 
vapor line of 1% in. pipe is run to 
the house and the same size liquid 
line to the pump. A primary regu- 
lator—approximately 10 pounds— 
is attached to the vapor line at the 
tank. A secondary 6 oz. regulator is 
located near the house. 

When the liquid fuel reaches the 
pump house, it is vaporized and 
controlled for engine use by the 
customary LP-Gas carburetion 
equipment in the same manner that 
it is done for truck or tractor 
motor. 

In this particular case, an 8 cyl- 





inder Chrysler industrial engine is 
used. These, along with Chevrolets, 
Fords, Buicks and Dodges, are the 
most popular for conversion work 
in this area, 

The Baker-Fleming organization 
is a dealer for the Century carbu- 
retion equipment manufactured in 
Lynwood, Calif. This equipment is 
used on many trucks, tractors and 
irrigation motors converted by the 
Baker-Fleming organization in its 
wide activities. 

Recommended and installed on 
nearly all carburetion installations 
made by them is the Tattersfield 
manifold built by Electric and Car- 
buretor Engineering Co., of Los 
Angeles. Because of its special de- 
sign for LP-Gas conversions, it as- 
sists in obtaining maximum per- 
formance. 


Because of their continued ef- 





Two 18,000-gal. propane storage tanks at Plainview headquarters of Baker-Fleming Co. 
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Easy to start on Dry Gas 
utth EMSIGN carBuReETION 


Se 





Starting an engine on gasoline is easy. Ic will start with mixtures ranging from 
highly volatile vapors down to almost raw fuel. But with Butane-Propane, the range 
of inflammability is much more limited. Mixtures which are slightly too rich or too 
lean will not ignite. Ordinary guess-work choking invariably results in hard starting 
—a special predetermined mixture is necessary. 

Ensign’s patented Easy Starting Device comprises a separate set of gas and air 
orifices for starting which are put into effect when the choke is closed. 

Correct ratios of air and gas are proportioned out on “Starting Position” to start 
and run at fast idle. A separate carburetor adjustment is provided for starting mix- 
tures. When the choke is opened to its normal running position the Easy Starting 
Device is rendered inoperative and the main air and fuel orifices simultaneously 
come into operation. 

The Easy Starting Device is but one of Ensign’s exclusive features. 


mae 7, AV/f7, 4 CARBURETOR COMPANY 





7010 SOUTH ALAMEDA STREET e P.O. BOX 229 e HUNTINGTON PARK, CALIFORNIA 
BRANCH FACTORY: 2330 WEST 58th STREET, CHICAGO 36, ILLINOIS | 
“Pioneers in Efficient Carburetion"’ @ Established 1911 
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TABLE 1. SEASONAL SALES 


Apri October 
Through Through 

Year September March 
194hi i cih6s 1,142,607 1,025,901 
iO | ae 1,714,813 1,429,029 
| ae 2,852,240 1,933,193 














forts to “sell” power conversions 
for the past few years the Baker- 
Fleming organization now enjoys 
a gas load that is almost even 
throughout the year. As an ex- 
ample of this, the 1944 fuel load 
showed for the months of April 
through September a total of 1,142,- 
607 gals.; for October through 
March a total of 1,025,901 gals. 
Thus the six summer’ months 
showed only a slight difference over 
the six winter months. And this in 
a region where the winters are con- 
sidered severe. Table 1 sets out 
these figures and others for 1945 
and 1946. 

With proof that power can be a 
big factor in maintaining the sum- 


mer load the Baker-Fleming organ-’ 


ization plans to continue its pro- 
gram to sell, install and service 
this type of installation. A training 
program which is carried on con- 
tinuously for company employes 
calls for a certain number to study 
and specialize continuously in the 
power installation field. 

Plans call for “carburetion” men 
in every major branch of the com- 
pany. Shops will be installed, also, 
in order that trucks, tractors and 
stationary engines may be convert- 
ed in any section the company 
serves. That this method is prac- 
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tical and profitable has already 
been proven by Baker-Fleming. It 
seems reasonable that other deal- 
ers can profit with power installa- 
tions. 

The Baker-Fleming Co. believes 
that LP-Gas will play a major roll 
this year and coming years in flame 
cultivation of row crops, cotton, 
corn, and grain sorghums grown in 
West Texas. They also think that 
a satisfactory weed burner will be 
developed to enable the farmer to 
keep irrigation ditch weeds burned 
instead of the present methods of 
hand hoeing, mowing, and in many 
instances plowing up weeds, ditch- 
es, banks, and all in order to kill 
irrigation ditch weeds, plus the ex- 
tra time, trouble and expense of 
preparing new ditches and banks. 

Flame cultivation and weed burn- 
ing, in short, should be a wonder- 
ful help to the farmer and at the 
same time give the LP-Gas dealer 
an increased summer load and 
profits. 

The company has a total of five 
transports and 15 delivery units. 


Illinois LPGA Meets May 7 
To Discuss Industry Problems 


John L. Locke, president of North- 
western Blaugas Co., St. Paul, will be 
the principal speaker at the May 7 
meeting of the Illinois Liquefied Pe- 
troleum Gas Association. The place is 
Springfield, at the St. Nicholas hotel. 

Association President E. E. Rapp 
will give a report on the meeting of 
state. association officers which was 
held in Kansas City in March. 

A board meeting will precede the 
convention and a banquet will fol- 
low it. 
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ELECTRIC & 





JATTERSFIEL) 1°", Power 





2323 E. 8th St. “Pioneers of the Butane Industry” Los Angeles 21, Calif. 


& Economy 


The Ford V8 and Mercury bu- 
tane manifold with high com- 
pression heads, illustrated, will 
give you more mileage and 
added power. 


Guaranteed to increase your 
horsepower at least 20%. 


Now Available for |, 
Immediate Delivery 


CARBURETOR ENGINEERING CO. 





























QUICK PROFITS! 





Draws only 1.6 amperes. 


Zig ‘tn IWIN-BALL SAFETY 


CONTROL 


LOCKOFF FOR BUTANE - PROPANE 
OPERATED EQUIPMENT 


An essential item for all L-P Gas operated 
equipment. Insures positive fuel shut-off when 
ignition is off, thus saving fuel and reducing 
fire hazard. 


Operators buy this economy safety control on 
Leverage of sight. You'll find it the fastest selling profit 


eight to one. Easily installed in fuel line. item on your shelves. 


Beam Pro 


1206 E. Sixth 


ducts Manufacturing Co. 


Street - VA. 7771 - Los Angeles 21, California 
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THE TRADE 





Ralph Meeder has joined the Sel- 
wyn-Landers Co., of Los Angeles, 
manufacturers of the Selwyn-Landers 
line of LP-Gas 
equipment. He 
will take charge 
of the sales divi- 
sion of the or- 
ganization and 
will be respon- 
sible for the com- 
pany’s merchan- 
dising program. 

Mr. Meeder’s 
advent with the 
company coin- 
cides with a gen- 
eral expansion 
program that has 
been taking place at the Los Angeles 
plant. Considerable new floor space 


RALPH MEEDER 








and new machinery has been added, 
with plans for further expansion in 
the future. 

Before joining Selwyn-Landers, Mr. 
Meeder spent two and one-half years 
with the American Liquid Gas Corp., 
of Los Angeles, where he was in 
charge of carburetion sales. As he 
spent considerable time in the field 
contacting dealers and distributors, 
Mr. Meeder has had an opportunity 
to learn much about the general ac- 
tivity of the industry throughout the 
country. 


American Meter Co.’s plant for the 
repair of gas meters at 14 South 
Hughey St., Orlando, Fla., started 
operations in February. 

The Florida area, which this shop 
will serve, is under the sales man- 


General view of American Meter Co.’s Orlando, Fla., plant for repair of gas meters. 
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Santa Je ENGINEERED 
Mobile and Jracton Janks 


All Santa Fe Tanks are engineered 
by our own staff to meet safety 
requirements. Tanks may be de- 
signed for your individual needs. 
Fittings, protected by sturdy 
guard, include: 
¢ 1%," filler valve 
* ¥," rotary gauge (recessed 
if desired) 
¢ ¥," vapor return 
¥,"" safety relief (when ‘ 
seeded 200-Ib. ASME U-69 or 250-lb. API-ASME 


13'!,% outage (for propane) Othe : ; 
¥,"" dry valve with safety v Stockh Dasigns Avaliatte 


* ¥" liquid valve 


SANTA FE ENGINEERING & EQUIPMENT CO. 


3810 Fruitland Avenue LOgan 5-2111 Maywood, California 


























YOU LOSE 500 TO 1000 LBS. Basa 


salvage 


of LP Gas in every tank car unloaded Bagi 






























You pay for this residue vapor poundage and 
for its transportation! It cannot be recovered by 
an ordinary liquid pump, but it can be recovered 
with the Brunner LP Gas Unit, a compressor 
assembly that pumps volatile liquids and sal- 
vages their residue vapor. Unloading, too, is 
speeded. When you buy a Brunner LP Gas Unit 
you buy a pump that has world wide accept- 
ance and is the best for the purpose, regard- 
less of the price paid. The savings affected 
liquidate the investment in a short time. On 
any liquid petroleum handling problem consult: q BRUNNER LP Gas self- 


contained compressor 
BRUNNER MANUFACTURING CO. unit, 4 cylinder, 5 hp. 
UTICA 1, NEW YORK, U.S.A. ag 
g 


— sane 


wy: 
7 WRITE FOR THIS 
SINCE 1906 








NEW FREE BOOKLE' 


It describes the Brunner LP Gas Un’ 
and contains more illustrations, di 
agrams, fables and valuable infor 
\ mation on the handling of LP Ga 
than any booklet ever issued. 
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TO TAKE YOUR 


| PUMPING 
‘PROBLEMS 





It’s a good idea to take your rotary 
pumping problems to the leader in 
the field . . . Viking Pump Com- 
pany. Here, your problem will be 
solved, based on the experience of 
many others ... and with a choice 
of pumps from a complete range of 
models and sizes. There is no sac- 
rificing the right pump for your 
job because of a short line of rotary 
pumps. 

In addition, a complete sales and 
engineering service is available at 
many principal cities. Direct fac- 
tory offices and outstanding, well- 
informed representatives are ready 
to serve you. 

Weigh the facts before 
making your decision. 
Write today for folder 
2300B and ask for com- 
plete recommendations on 
your pumping problem. 


IOWA 


on 0 ae oe 





agement of Wm. S. Guitteau, while 
Wm. B. Ashby will be in charge of 
production. 


E. F. Kindsvater, manager of 
chemical engineering department of 
Phillips Petroleum Co., Bartlesville, 
Okla., has an- 
nounced the ap- 
pointment of 
Doyle’D. Buttolph 
as manager of 
the mechanical 
equipment divi- 
sion. 

When he re- 
ceived his degree 
in mechanical en- 
gineering in 1940 
from Iowa State 
College, Mr. But- 
tolph joined Phil- 
lips Petroleum Co. 
as a senior draftsman. In April of 
1941 he became acting district man- 
ager of the company’s tank car divi- 
sion in Bartlesville and was later 
transferred to the engineering de- 
partment. 

After nearly four years in the war 
he returned to Phillips and was as- 
signed to the chemical products de- 
partment as assistant manager of the 
engineering and equipment division, 
and assumed his present position of 
maanger on February 15 of this year. 





D. D. BUTTOLPH 


Increases and changes among ex- 
ecutive personnel are announced at 
the Western Stove Co. by President 
Henry Honer at a recent general 
meeting of the sales and production 
departments of the Culver City, Calif., 
plant. 

Neil Reeves, former personnel di- 
rector, was named assistant plant 
manager, working directly under 
Mr. Honer. 

John Hennessey, a gas range pro- 
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United States Water Heaters are the HEART of countless 
thousands of satisfactory home installations, 
quietly performing the vital function of supply- 
ing steaming hot water at the turn‘of a 
faucet ... Dealers who sell and install 

United States Water Heaters assure their 
customers of dependable operation 

and years of trouble-free service. There 

are types and sizes for every 

requirement, ready to become the 

HEART of more satisfactory 


home installations. 


ORDER FROM 
YOUR 
WHOLESALER 





MFO. BY UNITED STATES HEATER CO. 
COMPTON. CALIF. USA REG. US PAT OFF. 


UNITED STATES HEATER CO. 


133 EAST PALMER AVENUE * mee. 0 peel, pum CSEsen a. in.\ 
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SE R VICE 
For All Your 
L.P.GAS EQUIPMENT 


CARBURETION, HOSE 
VALVES, COUPLINGS 
TUBING FITTINGS 
TANK FITTINGS 


HEATER & RANGE 
CONNECTORS 
TRUCK & STORAGE PUMPS 
CORKEN-ROPER-VIKING 
METERS FOR 
TRUCKS & BULK PLANTS 


COMPLETE STORAGE & 
DISPENSING SYSTEMS 


Our equipment prices are com- 
petitive for like quality and 
quantity. 


WE WELCOME YOUR INQUIRIES 
ON CARBURETION PROBLEMS. 


ACME EQUIPMENT CORP. 


313 So. Pearl St., Dallas 1, Texas 
Phone Riverside 4089 











duction man with many years ex- 
perience in the East, was elevated to 
the position of chief engineer. 

Edward Hallock was named chief 
inspector. Mr. Hallock comes to the 
firm after occupying a similar posi- 
tion for a number of years with a 
large Eastern concern. 

Edward Grell, a Western Stove ex- 
ecutive, who has been with the firm 
for some 10 years. was named sales 
promotion manager. 

Clinton Fortune, identified with 
sales work in the West for more than 
20 years, takes over Mr. Grell’s ter- 
ritory in the sales department. 

Lester Hornberger, who has been 
with the firm more than 10 years, re- 
cently in stove allocation work, was 
named assistant credit manager. 


Jack Brembeck, who has been asso- 
ciated with the company for some 
five years, was promoted to the posi- 
tion of personnel manager. 


Harlan G. Pin- 
grey has been ap- 
pointed advertis- 
ing manager for 
the South Wind 
Division of Stew- 
art-Warner Corp., 
it was announced 
recently by S. E. 
Heymann, _ sales 
manager of the 
Indianapolis 
plant. 


The South Wind 
Division, located in Chicago, manu- 
factures and distributes Stewart- 
Warner car, truck and airplane heat- 
ers and the new South Wind “Midget 
Furnace.” 





H. G. PINGREY 


A large portion of the plant of the 
Duke Manufacturing Co., St. Louis, 
manufacturers of “Thurm -a- Duke” 
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cooking and serving equipment, was 
destroyed by fire on Feb. 27. For- 
tunately the company’s heavy machin- 
ery and dies were in a corner of the 
building that was protected. 
According to President M. P. Duke, 
a contract was almost immediately 
let to rebuild the plant on an extended 
scale that will ultimately provide 
nearly twice the manufacturing ‘space 
used before. The fire did not destroy 
the original concrete floor. Upon this, 
temporary walls were erected and a 
roof built and 25 days after the fire 
a temporary production line was in 
operation, turning out better than 59 
percent of the regular production. 


Announcement of the reopening of 
the Atlanta, Ga., headquarters of the 
Gas Equipment Supply Co. comes 
from Milton J. 
LaDue, president. 
When the _ out- 
break of the war 
curtailed produc- 
tion of LP-Gas 
equipment, the 
company closed 
its Atlanta office 
and its affiliated 
company, the Gas 
Equipment Co. 
(of which Mr. La- 
Due is also presi- 
dent) took over, 
covering the At- 
lanta territory from its headquarters 
in Dallas. 

The company will occupy extensive 
quarters at 127 Ellis Street, N. E., 
where offices, display rooms and a 
complete warehouse stock are being 
established. General manager of the 
newly established organization, Nor- 
man H. Schumacher, for the last sev- 
eral years has been manager of the 
Gas Equipment Co. in Dallas. 

“Reopening of the company’s head- 





N. H. Schumacher 
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Butane - Propane 
Tags 


“an Eastman Specialty” 








DO NOT REMOVE THIS PART OF TAG 
(O) When Empty Return Promptly To 


STANDARD OIL CO. OF CALIF, 
RICHMOND, CALIF. 


Weight Full........ Lbs. 
Weight Empty........Lbs. 


WHEN RETURNING THIS CYLINDER EMPTY, TEAR OFF AT PERFORATION 


To 


oad 








This Cylinder Contains 
LIQUEFIED PETROLEUM GAS 
UNDER PRESSURE 











LP GAS TAGS 


Printed Two Sides 
Reverse side supplies 


The Safety Rules 
Eastman Tags 
Perform 3 Operations 


1. Takes Cylinder to destination. 
2. Returns Cylinder to Shipper. 
3. Complies with Safety Codes. 


Write for Samples & Prices 


EASTMAN 


Tag & Label Co. 


Two Tag Plants 


548 Fourth Street 
San Francisco 7, California 

















OXFORD 


Bottled Gas 
-Cabinets 


Hood 
Type 





Cabinet Type 


FOR 
LONG 
and 
DEPENDABLE 
SERVICE 





For that extra protection against severe 
weather’ and accidents, install Oxford 
Bottled Gas Cabinets. Thousands of 
Full Size, Single Hood and Double 
Hood types are giving unparalleled 
service throughout.the country. Con- 
structed of heavy metal with a pro- 
tective coating of paint or galvanized 
to insure rust resistance. Cylinders, 
valves, regulators; etc., are fully pro- 
tected. Write for prices and details. 


The Oxford Company 
Oxford Penna. 











td 


quarters in Atlanta,” Mr. LaDue says, 
“has been awaiting the time when 
production of equipment would per- 
mit us to install a full warehouse 
stock of the lines our companies serve 
as Southern distributors. It is most 
gratifying that we are again in a po- 
sition to supply the needs of the 
Southern trade.” 


The ‘same service and facilities will 
be offered by the company in Atlanta 
as are given in Dallas. 


Appointment of 
Robert T. Moore 
as chief engineer 
of Superior Valve 
and Fittings Co. 
has just been an- 
nounced by J. S. 
Forbes, president. 


Mr. Moore, for- 
merly with the 
Heat Transfer 
and _ Industrial 
Gases Section of 
the Bureau of 
Ships, U.S. Navy, as senior mechan- 
ical engineer and industrial gas spe- 
cialist, was one of the few to win the 
Navy’s highest civilian award for dis- 
tinguished service to the United 
States Navy in the field of industrial 
gases. 


His work at Superior will include 
full responsibility for all research, 
development and quality control of all 
Superior Valve and Fittings Co. prod- 
ucts, according to Mr. Forbes. 





ROBT. T. MOORE 


Three new regional manager as- 
signments have been announced by 
The Maytag Co., Newton, Iowa. 


Ralph J. Sink is promoted to re- 
gional manager of the Greater New 
York area under the Newark Branch, 
of which Charles B. Mason is man- 
ager. John C. Maynard has taken 
over supervision of 13 other counties 
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DO YOU KNOW ABOUT THIS 
EXCLUSIVE UNIT REPLACEMENT PLAN THAT 


UR MONEY... 
YOUR TIME... 

OUR NEED FOR 
PAIRING METERS 
THE FIELD? 


Ow would you like to do away with the nuisance of repairing or rebuild- 
H ing meters in the field? And at the same time save yourself some money? 
That’s exactly what happens with the Unit Replacement Plan. 

You see, like any mechanical device, meters need occasional attention. At 
the same time, you can’t afford to have them out of service while you make 
repairs. So to keep your meters operating at the peak of efficiency over a long 
period of time, with sustained accuracy, and to make your Red Seal invest- 
ment completely satisfactory, we established the Unit Replacement Plan. 
It allows you to exchange the Register, ae 
Measuring Chamber, Gear Train and Va- 
por Release Unit for guaranteed factory 
rebuilt replacements at a nominal cost. 

And, because adequate stocks of these 
unit replacement parts are kept on hand 
at our strategically located branches and 
at petroleum equipment jobbers’ ware- 
houses, your meters are kept in continuous 
service. There is no expensive rebuilding 
or repairing in the field; you save time 
and money. 

Your local Neptune representative will 
be glad to give you the full details. Or, 
write us direct. 


\\) 
NEPTUNE Or yom. 


NEPTUNE METER COMPANY, 50 WEST 50th STREET, NEW YORK 20, N. Y. Branch Offices in: Atlanta « Boston 
Chicago « Dallas « Denver + Kansas City, Mo. « Los Angeles « Louisville + Philadelphia «+ Portland, Ore. 
San Francisco « NEPTUNE METERS, LTD., Long Branch, Ont., Canada. 





MAY — 1947 - 133 














ACCEPTABLE TO 
Underwriter's Laboratories 
No Liquid "SPILL-OVER" 
DURING FILLING OPERATIONS 


Compact Single Riser Unit 
WITH DIRECT 
"“Head-to-Tank Contact" 





UNIVERSAL'S UH-50A-1I and 2 
ABOVEGROUND 


LPG CONTROL HEAD 


Supplied in Complete Assembly Kits 
or as a UNIT without FITTINGS 


The UH-50A-1 and 2, and the UH-40B-1 and 2 
control heads are acceptable to Underwriters’ 


petroleum gas systems where the suitability 
of their particular application has been 
determined. 


UNIVERSAL UH-40B-! 
and 2 SERIES for Below- 
ground Systems DE- 
SIGNED with INTERNAL 
FILLING TUBE and 2!/," 
(Female) Threads for the 
Installation on any 
Length TANK RISER. 
BOTH SERIES designed for FILLER, VAPOR 
RETURN, LINE and RELIEF VALVES in .30 
or .60 RELIEF AREA: 


(Vent Valves and Pressure Gauges Optional.) 


UNIVERSAL GAS 
EQUIPMENT CO.-: 


P. O. Box 5937 





Dallas 2, Texas 





Laboratories, Inc., for use on listed liquefied. 
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in southeastern New York State un- 
der Mr. Mason and Louis V. Wagner 
is in charge of 27 counties in west 
and northwest Missouri. 


Lloyd C. Ginn, 
advertising and 
sales promotion 
manager of Am- 
erican Stove Co., 
has been appoint- 
ed to the com- 
pany’s board of 
directors, accord- 
ing to an an- 
nouncement by 
Arthur, Stock- 
strom, president. 

Like most of 
American Stove Co.’s key executives, 
Mr. Ginn has risen through the ranks, 
beginning as an office boy 24 years 
ago. 

Mr. Ginn is chairman of the Domes- 
tic Range division of Gas Appliance 
Manufacturer‘s Association and is a 
member of seven committees of Am- 
erican Gas Association and Liquefied 
Petroleum Gas Association. 





LLOYD GINN 


Kerotest Manufacturing Co. an- 
nounces the promotion of George R. 
Allen to general sales manager of the 


‘company from his former post as 


brass valve division sales manager. 

Mr. Allen has been a well known 
figure in the refrigeration and air 
conditioning field for more than 15 
years and has made many friends in 
the LP-Gas field during the last sev- 
eral years. 

Mr. Allen, with appointment to his 
new capacity, becomes Kerotest’s first 
general sales manager in a move 
which is expected to coordinate the 
entire sales activities of the company 
by combining all departments’ sales 
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, BRYANT STEEL GRAVITY 
; WARM.-AIR FURNACE 


y For immediate delivery . . . the furnace 
that will win those small homes jobs. 
7 Economical and completely auto- 
f matic, this Bryant warm-air furnace 


, gives you the p/us to your sales story 
... a famous brand name and a price 
that is in line with small homes con- 
struction. Available with controls de- 
signed for natural, manufactured or 
liquefied petroleum gas. Bryant Heater 
Company, 17825 St. Clair Avenue, 
Cleveland 10, Ohio. One of the Dresser 
Industries. 
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sal The most complete line of gas heating equipment in the nation! 
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Williams Vented 
WALL WARMOLATOR 


for New Residences. 


For Butane, Propane 
or Natural Gas. 





Dual type, 45,000 B.t.u. input. 
Color, light ivory. For 2 x 4 studs. 


For manual control only for L.P. gas. 


Cutoffs for automatic temperature con- 
trols are expected about May 1947. 


« Easily installed—Easily accessible. 
No pit or basement A.G.A. Approved. 
Eligible for F.H.A. loans. 

Size of face 25!/," wide, 50" high. 


Size of recess in walls, 2334" x48" 
high. Projects from wall, 4 inches. 


Ask for Circular, Form 216 


WILLIAMS 
RADIATOR COMPANY 


"Sponsors of better heating since 1916" 
Sales office: 3115 Beverly Blvd. 
Los Angeles 4, Calif. 


Factory: 1821 Flower St. 
Glendale !, Calif. 
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operations. The growing importance 
of the LP-Gas field for valves is 


_ eredited with dictating, in part, this 


change in sales operations. 


Roberts & Man- 
der Corp., Hat- 
boro, Pa., has an- 
nounced the elec- 
tion of John H. 
Emery as_ vice 
president and 
sales manager. 
W. B. Eckenhoff 
will continue as 
assistant sales 
manager. 





JOHN H. EMERY 


Mr. Emery was 

formerly manager of the New York 
office, but has transferred his activi- 
ties to the home office at Hatboro to 
assume direction of the company’s 
selling and marketing program. He 
succeeds R. S. Agee, who has an- 
nounced his intention to enter the 
manufacturers’ agency business. 


Appointment of E. E. McEwan as 
Eastern sales manager is announced 
by Cecil M. Dunn, the general sales 
manager of the Estate-Heatrola Divi- 
sion of Noma Electric Corp., manu- 
facturers of Estate cooking and heat- 
ing equipment and Estate home and 
farm freezers. 


Mr. McEwan will direct operations 
out of the executive offices in New 
York City. 


The Texas Co. is establishing an 
industrial fellowship at Purdue Uni- 
versity for study of mass transfer and 
heat transfer in refining and chem- 
ical processes, Dr. G. Stanley Meikle, 
director of Purdue’s Research Foun- 
dation, announces. 


The fellowship results from the 
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There Is Nothing Wrong With 
The Liquefied Petroleum Gas Business 


1. When you see this whole industry, its producers of Butane 
and Propane, tanks and equipment and its distributors and 
retailers making such quick strides in our collective effort to 
correct our outstanding problem of equalizing winter and 
summer load; 


2. When you see the immediate response of the consumer 
to our industry campaign for larger storage; 


3. When our state and national organizations get whole- 
heartedly behind the program—that’s UNITY. 

Response from the industry to Warren's offer of help has 
exceeded all expectations. We still have some of these Kits 
of Promotion and Advertising material available to all distribu- 
tors for the asking. 

Don’t let down now—there is a lot of work yet to be done. 
We are just starting—let’s keep ‘er rolling. Write for your Kit 
today. 


1922 -Siwen Ainley Year - 1947" 


WARREN PETROLEUM CORPORATION 


sm 0n Sy. wees Gay wren wy 
Detroit Mobile Houston 
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Times Have Changed .. . 


and So Have 


LPG TANKS 





Times have changed . . . and so have 
LPG tanks! Lancaster engineering 
has kept pace with advances. To ob- 
tain LPG tanks with every sound im- 
provement, rely on Lancaster’s prac- 
tical engineering knowledge. Every 
Lancaster Tank is fabricated in strict 
accordance with standard codes. 
Write today for 
detailed information 


New York Office: Graybar Building 


LANCASTER !RON WORKS, INC. 


LANCASTER, PENWNA., U.S.A. 
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growing importance of processes in 
which reactants in the gas phase are 
contacted with a solid catalyst and 
the need for basic data necessary for 
the design of equipment for these 
processes. 


Dr. Bernard Goerg has announced 
his resignation as Director of the In- 
stitute of Thermal Research of the 

American Radia- 

tor and Stand- 

ard Sanitary 

Corp. He entered 

the services of 

the American 
’ Radiator Co. in 

1925 and for the 

past 11 years, as 

Director of the 

Institute of 





Thermal Re- 
search, was. in 
charge of the 


Dr. Bernard Goerg 


designing and en- 
gineering of all the corporation’s 
heating products including boilers, 
gas and oil burners, air furnaces and 
conditioners for various types of 
fuels. 

After a short rest at his home in 
Bronxville, N.Y., he intends to re- 
enter the manufacturing business. 


A reorganization of the sales de- 
partment of Cribben & Sexton Co. 
has recently been announced by Har- 
old E. Jalass, general sales manager. 
The country has been divided into 
sales divisions, so that better co- 
ordination and control can be placed 
upon the sales of Universal gas 
ranges. As a result, numerous terri- 
tory changes and new appointments 
have been made. 

Fred F. Lauer, operating out of 
Newark, N.J., as Eastern division 
manager, will direct all company ac- 
tivities from Maine to Florida. Sales 
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‘J lhe our new bottled gas sewice. That attractive 
couer certainly adds a 
lot to the appearance” 
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Yes, attractive appearance is an ‘extra’ that you 
can give your customers with a Stampings hous- 
ing. 

Appearance counts with the customer. Wise deal- 
ers are providing their customers on new install- 
ations with this latest, all-aluminum housing — at 
no extra cost. For Stampings housings are low 
priced. 


So why not supply both good appearance and comp- 
lete protection on your installations? We can show 
you how to do it — at lowest cost. Learn about 
the new D-1 all-aluminum housing. 


STAMPINGS, INC. DAVENPORT, IOWA 


The D-1 is available 
in both post and wall 
mounted models: 








The finest wall-mounted housing on 
the market. The price is very low. Has 
all the features you are looking for 
in hk . 9g q ip * i+] b. it 
is aluminum and will not rust. Ship- 
ping weight 6 Ibs. THE D-1-P 





Here is the complete unit with 


cover, post and base form. An 
aluminum product that lasts WRITE FOR LATEST CATALOG 


for years—it cannot rust. Ship- . Vey AND PRICE LIST 
ping weight 10 Ibs. —— 
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The UTILITY 


Designed Especially 
for L.P. Gas 


The Utility is a compact automatic 
storage water heater engineered to 
meet the needs of the L.P. Gas In- 
dustry. Its Design-Styling-Finish gives 


you: 


Quality 


Beauty 
= 
Dependability 
” 


Satisfaction 


Sales Appeal 


IMMEDIATE 
DELIVERY 





UTILITY SUPPLY COMPANY 


P.O. Box 365 
Phone: 4-6349 
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representatives in this division are: 
Frank E. Brown, Boston; Carroll 
Rogers, New York; Patrick Downey, 
Buffalo; Joseph Brucher, Philadel- 
phia; John Thornton, Newark, and 
Jack Sholine, Atlanta. 

Eleven states in the North-Central 
part of the country have been as- 
signed to John F. Schellenberg, Cen- 
tral Division manager, with head- 
quarters in Chicago. Mr. Schellen- 
berg’s representatives are: Stanley 
Jacobson, Cleveland; Edward Maag, 
Indianapolis; Albert Bradtke, De- 
troit; George Mohr, St. Louis; Charles 
Dukes, Des Moines; M. A. Ennis, 
Omaha; Tom Heneage, Milwaukee; 
Robert Erskine, Minneapolis. 

Metropolitan Chicago, formerly 
handled by Mr. Jalass, is now under 
the direction of Frank H. Goetz, who 
was transferred from Michigan. Two 
men have been added to assist Mr. 
Goetz, John C. Wilkinson and George 
Waber. The South-West Division will 
continue to be handled by James J. 
Marcus in Dallas, and Charles R. 
Woodson, Los Angeles, has been ap- 
pointed Pacific Division manager. 

Three sales territories have not 
been placed under division manager- 
ship. These areas will continue to be 
operated under the direct supervision 
of Mr. Jalass—Pittsburgh, John Mc- 
Mahon; Denver, Eugene Sparks, and 
Kansas City, Henry Shannon. 


L. A. Dixon, Jr., accompanied by 
John Dubois sailed for England in 
early February on the Queen Eliza- 
beth. They will represent the Pitts- 
burgh Equitable Meter Division, Rock- 
well Manufacturing Co. 

The immediate purpose of the trip 
is to negotiate with English manufac- 
turers for the purchase of a substan- 
tial volume of heavy gauge tin plate 
to supplement the meager supply the 
steel companies in this country have 
been able to furnish for the manu- 
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THE PYRAMID 
X _ GAS SYSTEM 
Ns 


Wa ye Rn. 2 iz 
ANF TY r re jae 
‘K p mi 


Always Dependable 















fa ee gie — Write us for quotations — 


 DYRAMID MANUFACTURING CO. Inc. 








. BOX 1828 ALEXANDRIA. LA. 











NEARING THE ZERO HOUR 


T° those alert appliance dealers who would offer the 

trade the most Heating Satisfaction at the least Servic- 
ing Expense . . . and who desire to give the most Heating 
Comfort for minimum fuel investment .. . it’s time to 
file commitments now for BRILLIANT FIRE L-P Gas 
Heaters. Orders for seasonal deliveries on this broad- 
range Pioneer Line are being scheduled in the order of 
their receipt. 


Write for catalog and distributor’s name today 


x yrnt THE OHIO FOUNDRY & MANUFACTURING CO. 
" 


yu\\i Ma Wit 6 the Mf gutth ine AWE + 7. CELLGVUALTLA 


SX, STEUBENVILLE - OHIO- U.S.A. 


UNS AALRS ESTABLISHED 18.46 
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Distributors 


saree 
Selwyn-Landers Products 
e 
K & R Floor Furnaces 
@ 
Gas Ranges 
- 
Superior Valves and Fittings 
. 4 
Propane Cylinders 1.C.C. 
and ASME-API 
o 
Reznor Gas Unit Heaters 
& 
Brilliant Fire Space Heaters 
e 


Butane and Propane 
Storage Tanks 


5 

Helco Gas Regulators 
2 

Gas Plates 


IMMEDIATE DELIVERY 


ON MOST ITEMS 


L. G. E. CORPORATION 


1355 Market Street 
San Francisco 
105 Lake Street, Reno 




















facture of tin gas meters. The two 
men will return to this country on 
March 15. 

Three appointments to the execu- 
tive staff of the Rockwell Manufac- 
turing Co., Pittsburgh, have been an- 
nounced by W. F. Rockwell, Jr., vice 
president and general manager. 

C. A. Wiken, for the past eight 
years chief engineer of the Delta Man- 
ufacturing Division in Milwaukee, 
has been promoted to the position of 
vice president in charge of. engineer- 
ing. 

J. E. Ashman has been named con- 
troller and A. E. McIntyre, who for 
the past several years has been man- 
ager of the Nordstrom Valve Division 
plant in Oakland, Calif., has been 
transferred to Pittsburgh as general 
manager of the company’s Pittsburgh 
Equitable Meter Division. 

All three men will make their head- 
quarters at the Company’s general 
offices in Pittsburgh. 


The appointment of Paul G. Miller 
as representative for the Bryant Heat- 
er Co.’s line of gas-fired heating 
equipment in central Ohio is an- 
nounced by James N. Crawford, vice 
president in charge of sales for the 
company. 

Mr. Miller has established the Bry- 
ant-Miller Co. at the Gas Building, 
Springfield, Ohio. A native of Indi- 
ana, he was formerly district manager 
of the Ohio Fuel Gas Co.’s Spring- 
field division, and had previously man- 
aged Columbia Gas and Electric prop- 
erties in Indiana. 


Announcement of the appointment 
of C. L. Hewitt, Jr., as general sales 
manager has just been made by Har- 
old P. Mueller, president of the L. J. 
Mueller Furnace Co., Milwaukee. 

Mr. Hewitt has returned to the 
company after an absence of nearly 
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BRASS FITTINGS + COPPER TUBING 
TOOLS FOR TUBING + VALVES & COCKS 
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wl IRVING, KANSAS 1418-A Grand Ave.. LD 


x Kansas City. Mo. e 
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NO LP-GAS COURSE AVAILABLE 
THROUGH G-I BILL OF RIGHTS 


Covering Application and Equipment 
FOR EMPLOYERS and EMPLOYEES 


Summary of Subjects Covered 


1. Theory and General Principles 4. Transportation and Equipment 
2. Domestic Installation 5. Safety Rules and Regulations 
3. Commercial Installation 6. Economics 


PROFIT By the study of the latest developments, how to balance 


your summer and winter fuel problem, and the safe installa- 


tion operation and main- : 1 
tenance of L-P Gas equip- I a a 
ment. | NATIONAL L-P GAS INSTITUTE, Tulsa, Okla. 1 


I Please send me complete information regarding: | 
I C1 Correspondence Course [1] Resident Classes | 


U Name. ......-- EEF eT REY | 


TT Pee Per rT rTe Te ree 
classes for those wishing 
personal Sectensiien: ‘dhiak sheet MIs vores erticitioteen ane OG staneeead l 
the 15th of each month. 


National L-P Gas ae 1109 S. Main Tulsa 3, Oklahoma 














PROPANE 


If You Are Seeking :— 


I—A DEPENDABLE SOURCE 
2—A UNIFORM PRODUCT 
3—A CAPABLE SUPPLIER 


4—AN EXPERIENCED MANU- 
FACTURER 


Then inquire— 


Cities Service Oil Co. 


In Propane also 


CITIES SERVICE 


means 


GOOD SERVICE 


CITIES 
Service Oil Co. 


. (Delaware) 


BARTLESVILLE, OKLA. — CHICAGO, ILL. 


Other Sales Offices 








Cleveland Kansas City 
St. Paul Toronto 
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five years, most of that time as a 
colonel in the Army Air Forces dur- 
ing World War II. Prior to that time 
he was Eastern sales manager of the 
company for over 20 years. 


For the past year, Mr. Hewitt was 
manager of sales, heating equipment 
department, Rheem Manufacturing 
Co. 


The “Blueprint for Surer Profits,” 
a dealer advertising promotion piece 
prepared by the Southern Gas and 
Equipment Co., Tulsa, Okla., will be 
ready for distribution May 15. 


It was planned and prepared under 
the direction of Keith Clevenger to 
provide dealers with a program which 
they can utilize locally in campaign- 
ing for adequate customer storage 
and selling the idea of GAS to home 
owners beyond the mains. It will em- 
phasize this need in those states 
where house heating is a major item. 


The first copy will be timed to a 
June 1 release date, with changes of 
copy for the 12 months thereafter. 


All advertising material is pre- 
pared so that every dealer buying the 
service may imprint his own name 
and, if desired, may have inserts fea- 
turing various brand names. 


Information on how to obtain this 
service may be had by writing to the 
Southern Gas and Equipment Co. at 
P.O. Box 378, Tulsa. 


The 25th year since the founding of 
the Warren Petroleum Corp. was 
celebrated by a special silver anni- 
versary edition of the company’s pub- 
lication, “The Natural Gasser,” in 
March. 

It records the origin of the com- 
pany in 1922 by W. K. Warren with 
a capital of $300 and traces through 
the intervening years to the 30 mil- 
lion dollar corporation it is today. 
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F & E TORCHES, FURNACES, and BURNERS for LP Gas 


The F & E Line of torches and furnaces 
are designed for use with butane and 
propane. The full line includes models 


National distribution is set up to give 
prompt service. Write for complete in- 
formation and catalog. 








and sizes to meet most requirements. 








bc i oe 
Above are Hand Torches No. 36 (top), 35 and 





34. They are outstanding for melting out lead 
joints; require no pre-heating, stay lighted, 
develop temperatures of 2250 F. 

At right is Furnace No. 20-T. used for melt- 
ing lead or other metals. It will take pots 
1'/"" to 6'' dia. Model No. 21-T will take 
pots to 10" dia. 

Manufactured West of Rocky Mts. 


F & E MANUFACTURING CO. 


P. O. Box D Centerville, Calif. | 13415 Gratiot 





Manufactured East of Rocky Mts. by: 


BUDCO MANUFACTURING INC. 


Detroit 5, Mich. 















NAME. POSITION. 
COMPANY. 


CLIP THISAND MAIL TODAY 


if you are not a subscriber to 


BUTANE-PROPANE NEWS 
~. 1709_W, Eighth Street, Los Angeles 14, Calif. 
SUBSCRIPTION ORDER 


Enter my subscription to BUu- 
TANE-PROPANE NEWS to begin 
= with the next issue. 


1 Year $2.00 [] 3 Years $5.00 [1 
Check enclosed) + Please send bill O 
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— * Circulators 
~ * Gas Heaters 


62 years of Peerless research in the Science of 
-Heating and its allied problems of Engineering, 
Design, Styling and Finish has resulted in To- 
day’s outstanding Quality Heating Equipment. 


We have not and will not permit scarcities of 
Quality Materials to tempt us to compromise 
these long established high Quality Standards. 


It is our determination to steadfastly adhere 
to our enviable policy of Top Quality Gas 
Equipment, rather than produce a phenomenal 
volume to satisfy current demands with the 
inevitable sacrifice of Quality. 


Remember , . Peerless First on the Heat Parade 





MANUFACTURING CORPORATION 
Incorporated 


LOUISVILLE, KENTUCKY 
Since 1884 


146 








United Petroleum Gas Co. 
Converted Many Plants in 1946 


The United Petroleum Gas Co. has 
announced the election of new officers 
for the coming year as follows: F. T, 
Carpenter, presi- 
dent; Gerry H. 
Bach, vice pres- 
ident; and F. 
Harry Andrews, 
secretary - treas- 
urer. 

Simultaneously, 
it was announced 
that a new $200,- 
000 debenture is- 
sue had been sub- 
scribed. This ad- 
ditional capital 
will be used to 
supply additional 
working funds needed for the rapidly 
expanding LP-Gas and equipment 
market. 

As marketers, engineers and con- 
sultants in the LP-Gas field, this firm 
during the first year of operation, 
1946, converted from manufactured 
gas to LP-Gas-air distribution, plants 
for Central States Electric Co. at 
Sterling, Colo. and Iowa Falls, Iowa; 
for Iowa Electric Power and Light 
Co. at Belle Plaine, Iowa, for the Keo- 
kuk Gas Service Co. at Keokuk, Iowa; 
and the Willmar Gas Company at 
Willmar, Minn. 

LP-Gas-air installations, engineered 
or supplied to augment manufactured 
gas production, were made at Wis- 
consin Fuel and Light Co. at Manito- 
woc, Wis., and to the Central States 
Electric Co. at Marshalltown, Iowa. 

Peak shaving and stand-by install- 
ations for natural gas were made for 
the Northern Indiana Public Servic? 
Co. at East Chicago; Peoples Gas 
Light Co., Chicago; and Minneapolis 
Gas Light Co., Minneapolis, Minn. 

A substantial number of LP-Gas 





F. T. CARPENTER 
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SAFE, LONG-LASTING PROPANE TA 
INGT 
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The safety and endurance of propane tanks for 
both underground and above-ground storage, de- 
pend upon the fabricators specialized knowledge 
and experience. 


Downingtown bulk storage tanks protect the user 
against accident because they are built to 
A.S.M.E. standards and comply with all require- 
ments of National Board of Fire Underwriters and 
regulations prescribed by various State codes. 


We have designed and fabricated several hun- 
dred of these units. If desired we can supply 
the required valves and gauges as well as neces- 
sary ladders and_ platforms. Downingtown's de- 
sign and fabrication facilities, careful selection 
of materials and choice of procedure for han- 


dling them is your assurance of the quality and 
long life of the finished job. 

L-P Gas operators planning to expand their facil- 
ities and grow with the growing propane industry 
are invited to consult Downingtown for aid in 
plans and specifications for definite jobs. 





DOWNINGTOWN IRON WORKS 
DOWNINGTOWN, PA. 
WELDED and RIVETED PRODUCTS 
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Now Available 





Comprehensive 


PUBLIC LIABILITY 
INSURANCE 


A policy completely covering all 
hazards for which the operator, dis- 
tributor or dealer might be liable, or 
assume under contract. 


Also 
Motor Vehicle Coverage 
and/or 
Workmen’s Compensation 
Coverage 
e@ 


See Butane-Propane News, March 1946, 

Page 19, and September 1946, Page 82, 

for complete explanation of coverage. 
2 


Have your insurance agent write us for 
free Application Blank covering all ques- 
tions to be answered. in connection with 
coverage you desire. 


LOUIS H. COLLAR 


Manager 


Liquefied Petroleum Gas 


Insurance Underwriters 


OFFICE ADDRESS 
1104 Insurance Exchange Building 
Kansas City 6, Mo. Phone: Victor 7460 
HOME ADDRESS 
1913 Tauromee Ave., Phone: DRexel 3331 
Kansas City 2, Kansas 
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GERRY BACH 


F. H. ANDREWS 


stand-by installations for natural gas 
were made for industrial accounts 
such as Wyman-Gordon Co. at Chica- 
go; Owens Illinois Glass Co. at Streat- 
or, Ill.; and Kimble Glass Co., Chicago 
Heights, III. 

An announcement was also made of 
the establishment of United Petrol- 
eum Gas Co. as national marketers 
of propane vessels designed for 200 
psi working pressure manufactured 
by the National Tube Co. of Pitts- 
burgh, Pa., for the storage of LP-Gas 
at domest’c, commercial and some in- 
dustrial locations to be served by 
tank truck deliveries. 

F. T. Carpenter will devote full 
time to United Petroleum Gas opera- 
tions, having resigned as vice presi- 
dent and general manager of Home 
Gas at Minneapolis, effective last Feb- 
ruary. 


Dip Tube Gauge Would 
Determine Cylinder Content 


One proposed change in ICC regu- 
lations which concerns LP-Gas deal- 
ers provides for the use of the dip 
tube gauging device for verifying the 
content of certain 4B cylinders, ac- 
cording to a recent bulletin of the 
National Butane-Propane Associa- 
tion. 

The purpose is accomplished by 
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TRUCK 


BUTANE TANKS 

PROPANE ° —_ 
TRANS- 
PORTS 





Single or Double Barreled Constructed Tanks — Meeting ASME, Par. U-69 
Codes — Inspected by Ocean Accident & Guarantee Corp., Ltd. All ex- 
cessive weight eliminated — hence greater payload. 
Immediate Delivery of Domestic Tanks—W holesale 
Butane-Propane underground systems, two riser type with float gage. Propane 


aboveground systems. All systems ASME constructed Par. U-69 and in- 
spected by Ocean Accident & Guarantee Corp., Ltd. 


Write for prices and complete information 


GAINES BUTANE EQUIPMENT COMPANY 


BOX 1749 PHONE 3068 
OKMULGEE, OKLAHOMA 

















LARGE CAPACITY 


INA 


SMALL SPACE 


WITH ATTRACTIVE 


APPEARANCE 


THREE 5000 GALLON SPHERICAL PROPANE 
STORAGE TANKS SHOWN IN USE BY THE 
HEMET FUEL SUPPLY AND BUILT BY THE 


SUPERIOR TANK & CONSTRUCTION CO. 





6155 SO. EASTERN AVE. PHONE AN. 4157 LOS ANGELES, CALIF. 
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RECTORSEAL *2 


for 
‘L P Connections 


* Leak-proof 


You can’t afford to take chances . 

even the smallest LP gas connection 
leak can prove disastrous to you or 
your customer. Make up’ every connec- 
tion with RECTORSEAL No. 2... the 
sealant compounded from 15 synthetic 
organic chemicals . . . proved by 8 
years service in the Oil Industry. 

RECTORSEAL No. 2 retains its plastic 
elasticity, maintaining a perfect seal 
for the life of the connection. It will 
not freeze the joint ... field tested to 


6500 pounds p.s.i. . . . withstands tem- 
peratures from minus 50 deg. F. to 
350 deg. F. 


RECTORSEAL No. 2 is economical. It 
costs less than lead or litharge . . . goes 
farther. Easily applied with brush or 
swab, 

Ask your LP Gas Distributor for 
RECTORSEAL No. 2. If he can’t sup- 
ply you, write direct. 


Manufactured in Houston, Texas by 


Rector Well Equipment Co., Inc. 


Fort Worth National Bank Bldg. 
Fort Worth 2, Texas 


RECTORSEAL 


Potented. Trade Mark Reg. U.S. Pat, Off 


NUMBER TWO 
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adding the following paragraph to 
Section 303 (i): 

“(i) (2) Cylinders with a water 
capacity of 200 pounds or more and 
for use with a liquefied petroleum gas 
with a specific gravity at 60°F. or 
0.504, or greater, may have their con- 
tents determined by using a fixed 
length dip tube gauging device. The 
length of the dip tube shall be such 
that when the above liquid at a tem- 
perature of 40F. is charged into the 
cylinder it just reaches the bottom of 
the tube. The weight of this liquid 
content shall not exceed 42% of the 
water capacity of the cylinder. 

“The length in inches of the dip 
tube shall be stamped on the cylinder 
and on the exterior of removable type 
dip tubes. The length of each dip tube 
shall be checked when installed by 
weighing each cylinder after filling 
except when installed in groups of 
substantially identical cylinders in 
which case one of each 25 cylinders 
shall be weighed. 

“The quantity of liquefied gas in 
each container must be checked by 
means of the dip tube after discon- 
necting from the charging line. The 
outlet from the dip tube shall not be 
larger than a No. 54 drill size orifice. 
A container representative of each 
day’s filling at each charging plant 
shall have its contents checked by 
weighing after disconnecting from the 
charging line.” 


Free Copies of "ABC of 
LP-Gas" Please Dealers 


Numerous dealers have taken 
advantage of the offer to obtain 
copies of the “ABC of LP-Gas” 
for distribution to their consumer 
prospects. 

This article contains much basic 
information about liquefied petro- 
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Hays has worked closely with LP-Gas 
Engineers, to design and produce a com- 
plete line of stops and fittings for every 
installation need, for use with flared tub- 
ing. Couplings are included, no other 
fittings or adapters are necessary. 


Illustrated are No. 7665 Floor Stop, 
ideal for temporary disconnections, with 
adjustable flange, and with or without 
cap and chain, %"’ or '%"' tubing (o.d. 
sizes); and No. 9500 Copper to Female 
I.P. Stove Elbow, %"' or %2"’ tubing (o.d. 
sizes) x %"' iron pipe. 


No. 7665 
Floor Stop 





41 YEan, 


Send us your requirements, for com- 
plete information and specifications. 











, O St Elb 
eh. Ie Shave sii Write for NEW LP-Gas Folder 101 








Carter high quality Butane and Propane are unsurpassed as 
domestic and industrial fuels. Bulk loading points, St. Elmo, 
Illinois, Seminole and Stonewall, Oklahoma. Wholesale only. 
Your inquiries are solicited. 


THE CARTER OIL cowpany 
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GAS WATER HEATERS 


The water heater that is in a class by 
itself—should give 40 years continu- 
ous service. 
Thermostatic—Instantaneous 
Patented 
Our Butane 100% Safety Pilot is the 
simplest on the market—easily under- 
stood by the customers. 
NO. | HEATER—HEATS 60 G.P.H. 
NO. 2 HEATER—HEATS 90 G.P.H. 
NO. 3 HEATER—HEATS 180 G.P.H. 
NO. 3 BATTERY HEATERS—for large 


quantities of water. 
WRITE FOR FOLDER 


Approved by International Gas 
Association, Gas Combustion 
Engineers 


Manufactured by 


LITTLE GIANT 


WATER HEATER COMPANY 
907 7th St. Orange, Texas 
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leum gas—sources of production, 
properties of the fuel, safe han- 
dling methods, inflammability lim- 
its, transportation and storage fa- 
cilities, distribution and_ utiliza- 
tion. 


It is instructive to those within 
the industry and is highly in- 
formative to prospective users of 
butane and propane. 


Readers are invited to send for 
a sample copy. When quantities 
are desired, they may be had at 
the rate of $6 per 100, or $35 per 
1000. Dealers ordering 1000 or 
more may have their imprint on 
the back cover without additional 
charge. 


Send your request to BUTANEK- 
PROPANE News, 1709 W. 8th St., 
Los Angeles 14. 


Florida News Notes 


TITUSVILLE—L. A. Merrow of 
Melbourne announces the opening of 
a new Green’s Fuel store in Titus- 
ville, Fla., having secured accommo- 
dations at 323 Washington Ave., just 
south of the Nevins Fruit Co. office. 


The store will be in charge of Mr. 
and Mrs. Glenn D. McMasters, re- 
cently of Melbourne. Mrs. McMasters 
is the daughter of Mr. Merrow. 


SANFORD—A_ branch office of 
Green’s Fuel Gas Co., the main office 
of which is in Orlando, has been lo- 
cated in the Florida State Bank Build- 
ing, adjoining the main entrance, it 
is announced by E. Reed Whittle, 
company president. 


Included in the Sanford personnel 
are: Miss Esther McCall, sales repre- 
sentative; G. Walter Morgan, sales 
representative and formerly of the 
Cowan store, and Miss Ouida Carlton, 
office receptionist. 
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ISTRIBUTORS 


in SOUTHERN CALIFORNIA 
ARIZONA and NEW MEXICO 


See RegO Advertisement 
on Pages 80 and 81. 


WW cslews 
Gas Equipment "9a 


Office and Warehouse 
202 N. GARFIELD, P. O. Box A 
MONTEREY PARK ® CALIFORNIA 
Phone Cumberland 3-2239 


















Argil inane 





Boils Water 


30% Faster Less Fuel 


For hot water and coffee urns, steam 
tables, sterilizers, boilers. Adjustable 
to your fixtures. Send for free booklet. 


Chicago Combustion Co. 


457 West 45th St., New York 19, N.Y. 











aaa 
LIQUEFIED PETROLEUM GAS 


* x 


5RODIE 
METERS ° 


RALPH N. BRODIE CO., INC. 
953 - 61st Sereet, Oakland (8) California ¢ Cable Address 
“Bropico” ¢ Division Offices: Chrysler Bldg., New York City 





59 E. Van Buren, Chicago ¢ 302 South Pearl St., Dallas, Texas | 


Representatives and Stocks in All Principal Cities 
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ROBERTSHAW (: 


THERMOSTAT COMPANY \ 
Youngwood, Pa. Nga 


COMMERCIAL & INDUSTRIAL DIVISION 
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' Classified advertising is set in 6-point type, without border or display, at the rate 
of 15 cents per word per insertion; minimum charge per insertion $3. Box numbers 
for replies count as 5 words. Count as a word each one letter word and each group 
of figures. Classified advertising is only accepted when payment accompanies order. Copy 
and payment must reach publisher’s office prior to 10th of month preceding publication. 


Free to World War 2 Veterans: Situation wanted ad for three successive months. 




















HELP WANTED 





WANTED--RELIABLE MAN FOR BOTTLE 
Gas business in Connecticut, Box 55, BUTANE- 
PROPANE News, 1709 W. Eighth St., Los An- 
geles 14, California. 


WANTED — YOUNG MAN, ENGINEERING 
education, with ability to write reports and 
make contacts. Preferably with publication ex- 
perience. $300 per month. Give complete details 
of education and business experience in first 
letter. Address Box 25, BUTANE-PROPANE News, 
1709 W. 8th St., Los Angeles 14, Calif. 





SITUATIONS WANTED 


AVAILABLE THOROUGHLY EXPERI- 
enced Sales and Bulk Plant Manager. Capable 
‘of developing and training dealers, direct retail 
sales, installations and bulk plant personnel. 
Excellent record and references. Box 35. Bu- 





TANE-PROPANE News, 1709 W. 8th St., Los 
Angeles 14, California. 
ARIZONA ... 2% YEARS EXPERIENCE 


in Sales-Service-Conversion Installation — Dis- 
trict Manager available—immediately. E. M. 
Cross, Box 24, Manzanita, Oregon. 


MANAGER AND ENGINEER WITH 10 
years extensive experience abroad in LPG dis- 
tribution, conversion, etc. Wishes to join large 
similar enterprise in Far East, South America 
or elsewhere. Partnership possible. Box 40, 
BUTANE-PROPANE Neivs, 1709 W. 8th St., Los 
Angeles 14, California. 





BUSINESS OPPORTUNITIES 


SMALL TANK SHOP COMPLETE AND 
now operating in well located Colorado Rocky 
Mountain area, Will sell or lease. Write, wire 
or call: Albert White, Box 9275, H-2146, 
Dallas, Texas. 


FOR SALE — PROPANE BUSINESS—15,000 
gallon storage. Excellent territory in dairying 
and lumbering community. Bulk and bottle 
deliveries. $25,000 to handle. Terms. Box 310, 
BUTANE-PROPANE News, 1709 W. Eighth St., 
Los Angeles 14, Calif. 


FOR SALE: GAS UTILITY AND APPLI- 
ance sales business in fast growing Pacific 
Northwest Community, 10 miles of main serves 
300 customers. Full price $35,000. Box 45, 
BUTANB-PROPANE News, 1709 W. Eighth St., 
Los Angeles 14, California. 
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-business 


FOR SALE: L.P.G. BUSINESS IN GROW- 
ing Arkansas town of 6000. 600 customers, 
good gas contracts, 35,000 Propane storage, 
also Butane, all equipment, including trucks, 
nearly new. Sales last year $250,000. $20,000 
cash will handle deal. Box 50, BUTANE-PRo- 
PANE News, 1709 W. Eighth St., Los Angeles 
14, California. 


FOR SALE: BUTANE & PROPANE GAS 
in Idaho. Fastest growing business 
in States. Doing $25,000 a month, year aver. 
age. Best merchandising area known. Outlet 
for merchandise in five stores. Two Chevrolet 
delivery trucks. 21,000 gal. bulk storage on 
railroad. $60,000 cash or good terms. For in- 
formation write Box 365, Fresno 8, Calif. 





EQUIPMENT WANTED 





PROPANE STORAGE TANK FROM 18,000 
to 25,000 capacity, must be welded and ap- 
proved. Carbomatic Corporation, 117 W. 68rd 
Street, New York 23, N. Y. 





EQUIPMENT FOR SALE 


COMPLETE 4% FOOT WATER GAS SET 
in good condition. Includes all necessary items 
for manufacturing gas of 528 BTU. GARD- 
NER GAS, FUEL AND LIGHT CO., 2 Ver- 
non Street, GARDNER, MASS. 


FLARE FITTINGS FOR COPPER TUBING. 
You can save up to 50% and mail orders re- 
ceive our prompt attention. Write for our free 
catalog and price list today. Let us know your 
tubing needs. GENERAL STEEL PRODUCTS 
CO., LPG DIVISION, Box 4708, ATLANTA, 
GEORGIA. 


FOR SALE — IMMEDIATE DELIVERY — 
Overstock of 150 new unused 100-pound pro- 
pane cylinders, U-69 code, manufactured 
Brinkman. Below present market price. Con- 
tact Home Gas & Appliance Corp., Trenton, 
Missouri. 


FOR SALE: NEW 1946 1% TON STUDE- 
baker 600 gallon sphere Propane Truck, Smith 
pump, Pittsburgh meter, 100 foot hose, clutch, 
throttle and power take off shift in rear. En- 
sign carburetor and regulator on truck engine. 
Special made fenders, running boards and 
rack on rear. Driven under 2000 miles. A fine 
truck selling at cost—$4600 cash. W. F. Ryat, 
1239 N. Hamilton, Pomona, California. Phone 
16056. 
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EQUIPMENT FOR SALE—Continued 
2—1945 CHEVROLET 11%, TON TRUCKS 
with 1111 gallon capacity Butane Tank mount- 
ed complete with all fittings. One 1946 Chevro- 
let 1214 Ton 13810 gallon capacity Butane Tank. 
These trucks are in first class condition. Write 
or wire Delaney’s, 756 Government Street, Mo- 
bile, Alabama, 








FOR SALE: SEVERAL 500 AMP HOLLOP 
A-C welding machines practically new. Also 
plate bending roles suitable for LP-Gas Tanks. 
Write today: Albert White, Box 9275, Dallas, 
Texas. 


FOR SALE: SURPLUS HEADS 30” OD X 200 
Ib. W.P. Flanged and dished ASME heads, one 
or a thousand at $7.00 FOB. General Manu- 
facturing Co., Okmulgee, Okla. 


WHOLESALE: IMMEDIATE DELIVERY ON 
flared fittings, made of brass bar stock, all 
sizes. Tubing, flare tools. Write for prices. 
Schaaf Bros., Osborn, Ohio. 


FOR SALE—TANKS - FITTINGS—FOR IM- 
mediate delivery—150 gallon Butane Tanks and 
fittings, also 250 and 500 gallon Propane tanks 
and fittings. For delivery in 30 days—750 gal- 
lon and 1000 gallon Propane Tanks and Fit- 
tings. KENNY TANK INSTALLATION CO., 
2132 No. Halstead St., Chicago 14, IIl. 


FOR SALE: STOVE ORIFICES, 4, % AND 
¥% flare nuts and other L.P.G. fittings. Write 
FUELGAS CO., 5905 N. Saginaw St., Flint, 
Michigan. 


FOR SALE: TWO HUNDRED ICC 4B- 
cylinders made by Pressed Steel Company late 
1946. All 100 pound capacity for 70-30 Pro- 
pane-Butane mixture. Some never used, all 
with B&B 970 Pol Valves. Write K. W. 
Wilson, Drawer 841, Corsicana, Texas. 








Bruce R. Tritton Reappointed 
on Excise Tax Committee 


Bruce R. Tritton, vice president of 
American Stove Co., Cleveland, Ohio, 
has been reappointed chairman of the 
excise tax committee of Institute of 
Cooking and Heating Appliance Man- 
ufacturers, according to an Institute 
announcement. 

Mr. Tritton’s committee is charged 
with the responsibility of showing the 
unfairness of an excise tax on such a 
completely essential household item as 
a@ cooking range. 
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ACCURATE 
\ STRONG 
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JUNIOR AND 
SENIOR SIZES a 


700 COMMERCE ST. DALLAS 2, TEXAS 
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Immediate Delivery 
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BUTANE EQUIPMENT CO., INC. 


3301 S. Lamar Dallas, Texas 
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BUTANE-PROPANE News 











RECOMMENDED GC Coufideuce 


Recommend KEROTEST valves and tank fittings with confidence to 
your most discriminating buyers of propane systems. For KEROTEST 
has the extra-safety, extra-dependability features that assure long 
service, positive control and complete safety under all conditions. 
Easy to install—easy to service—easy to maintain—Kerotest means 
lasting satisfaction in your propane installations. 


Easy to Tunstall... Easy to Sewice 


——_/4g_ ' 
KER OTEST KEROTEST MANUFACTURING COMPANY 















Six hundred thousar 


That is a conservative estimate 
of the LP-Gas Industry for 20 
years ahead. 

Where will the customers come 
from? 

From sixteen million rural 
homes. From tens of thousands 
of businesses and industries. From 
millions of suburban and small- 
town homes not on City-gas 
mains. From millions of families 
who want the comfort, conve- 


Trageser Copper Works, Inc., 5000 Grand Avenue, 


Stomers every year 


nience, and dependability of 
LP-Gas, the ideal fuel. 

LP-Gas dealers will capture 
this enormous market by enter- 
ptise. They will hold it by ser- 
vice. They will serve it best with 
Trageser Cylinders. 


ANKS 
RAGESER 


Maspeth, L.1., New York 














